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■ このたびは、おかプロテクター PT- 043をお買上げいただき、あり 
がとうございます。 

■ この説明書をよくお読みのうえ、安全に正しくお使いください。ま 
た、この説明書はお読みになったあと、必ず保管してください。 

■ 誤った使い方をされると水漏れにより中のカメラが破損し、修理不 
能になる場合があります。 

■ ご使用前には、この説明書にしたがって必ず事前チ X ックを実施し 
てくださし、。 


はじめに 

•本書の内容の一部または全部を無断で複写することは、個人としてご 
利用になる場合を除き禁止されています。また、無断転載は固くお断 
りいたします。 

•本製品の不適切な使用により、万一、損害が発生した場合、逸失利益 
じ関し、または、第兰者からのいかなる請求に対し、当社では一切そ 
の責任を負いかねますのでご了承ください。 

•本製品のが障、当社指定の第兰者じよる分解、修理、巧造その他の理 
由により生じた画像データの消‘失じよる損害あび逸失利益などに関 
し、当社では一切その責任を負いかねますのでご了承ください。 


ご使用の前に必ずお誘みください_ 

このプロテクターは、水深 40mJ；| 内の水中で使用するよう設計された精 
密機械です。取り扱いには十分ごま意ください。 

•プロテクターのご使用前の取り扱い方まと事前チエック、メンテナン 
ス、ご使用後の保管方法はこの取扱説明書の内容をよくご理解のうえ、 
正しくご利用ください。 

•デジタルカメラの水没事故は、当社では一切その責任を負いかねます。 
また、水没による内部機材の損傷、記憶内容や撮影に要した諸費用な 
どの保証はいたしかねます。 

•使用時の事が（人身•物損）の補償はいたしかねます。 
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安をにお巧いいただくために 

この取扱説明書では、製品を正しくお使いいただき、お客様や他の人々 
への危害と，財産の損害を未然に防止するために、いろいろな給表示をし 
ています。その表示と意味は次のよラになっています。 


A 譬告 

この表示を無視して誤った取扱いをすると、人が死こまた 
は重傷を負う可能性が想定される内容を示しています。 

A を意 

この表示を無視して誤った取扱いをすると、人が傷害を負 
う可能性が想定される内容および物的損害のみの発生が 
想定される内容を示しています。 


A 警告 

①本製品を乳児、幼児、子供の手の届く範囲に放置しないでください。切 
下のような事が発生の可能性があります。 

•高いところから身体の上に落下し、けがをする。 

-開閉部に身体の一部をはさみけがをする。 

-小さな部品を飲み込む。万一飲み込んだ場合は直ちに医師じご相 
談ください。 

-目の前でフラッシュが発光し、視力に回復不可能なほどの障害を 
超こす。 

@本製品に装填されるデジタルカメラに電池を入れたまま保管しないで 
ください。電池を入れたまま保管すると、液漏れや火災の原因となるこ 
とがあります。 

感万一、本製品にカメラを装填した状態で水漏れがあった場合は、カメラ 
に装填された電池を速やかに抜いてください。水案ガスの発生じよる燃 
焼*爆発の可能性があります。 

® 本製品は樹脂製です。岩などの固いものに強くぶつけると破損し、けが 
をする可能性があります。取り扱いには十分ご注意ください。 

CD 本製品用のシリカゲルなびシリコングリスは食べられません。 
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A ま意 


■ ①本製品のかお、改造はしないでください。水漏れや不具合発生の原因と 
なることがあります。当社指定者な外の者じよる分解、改造をした場合 
は保証の対象外となります。 

® 異常に温度が高くなるところ、異常に温度が低くなるところ、極端な温 
度変化のあるところに本品を置かないでください。部品が劣化すること 
があります。 

感秋ほこり、塵の多いところで開閉すると防水性能が損なわれ水漏れの 
原因となることがあります。絶対に避けてください。 

@本製品は水深 40 m LU 内の水深で使用するように設計-製造されていま 
す。 40 m より深い潜水をされた塌合、本プロテクターや中のカメラに復 
帰しない変おや破損が生じたり、水漏れを起こすことがあります。ご注 
意ください。 

感プロテクターをポケットじ入れたまま、あるいは、持ったまま水中に勢 
いよく飛び込んだ場合や船上から海へ放り投げる等、乱暴に巧うと水漏 
れする場合があります。手渡しをする等、取り扱いには十分ご注意くだ 
さし、。 

® 万一、か漏れ等で内部のカメラが濡れた場合は直ちにカメラの水分を拭 
き取り、動作確認をしてください。 

® 飛行機で移動する場合は、0リングを取りはずしてください。気圧の関 
係でプロテクターが開かなくなることがあります。 

® 本製品に装填されるデジタルカメラを安全にお使いいただくために、デ 
ジタルカメラの取扱説明書をよくお読みください。 

® 本製品を密閉する際は〇リング及びその接触面に異物を挟み込まない 
ようじ十分ごを意ください。 


電おについて 


•カメラ専用の当社リチウムイオン充電池 ( LI -50 B ) 1個をご使用くださ 
い。 

•電池の電極を漂らさないようごま意ください。が障や、事がの原因と 
なる可能性があります。 

•電池に関するその他のま意はカメラの取扱説明書をよくお読みくださ 
い。 


JP 4 




カメラモードの設定について 


• M 1030 SW / Stylus 1030 SW は水中でのワイド撮影やマクロ撮影に適 
した撮影シ-ンモ-ドを搭載しています。かキ撮影シ-ンに合わせて 
モードを選ぶだけで、簡単に撮影を楽しむことができます。 

詳しくは、本取扱説明書の「5.水中撮影シーンに合わせた撮影 J ( P .24) 
をご参照ください。 

•設定方法じついては、カメラの取扱説明書も合わせてご確認ください。 


水滿れまなを j 巧ぐために 

本製品を使用中に水漏れ事がが発生すると装填されたデジタルカメラが 
修理不能になります。 J ； l 下の注意を守った上でご使用ください。 

①本製品を密閉する際には〇リングだけではなくその接触面（前蓋側）じ 
も髪の毛、綱維くず、砂粒等の異物がついていないことを確認してくだ 
さい。たとえ髪の毛一本、砂粒一粒が挟まってもか漏れの原因となりま 
す。特に念入りに確認してください。 



@ 0リングは消'耗品です。少なくとも1年に1回は新品と交換してくださ 
し、。また、ご使用の都度メンテナンスをしてください。 

感〇リングは使用が態、保管が態によっては劣化が促進されます。0リン 
グに傷、ヒビが入っていたり、弾力がなくなっていたらすぐに新しい0 
リングに交換してください。 

® 0リングメンテナンス時には0リング溝内をク IJ — ニン ダし、ゴミ•ほ 
こり-砂粒等の異物が無いことを確認してください。 

⑥〇リングに I よ指定のシリコングリスをご使用ください。 

® 0 IJ ングが正しく入っていないと防水機能が働きません。0 IJ ングを装 
着する際には0リングが溝からはみ出したり、ねじれたりしないよう 
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注意して耳又り付けてください。また、プロテクターを密閉する時は0 
リングが溝からはずれないよう確認しながら蓋を閉めてください。 

® 本製品はプラスティック（ポリカーボネート）製の気密構造です。車、 
舶、海辺など高温になるところに長時間が置したり、長時間不均一な外 
力がかかると変おし、防水機能が失われることがあります。温度管理に 
は十分ご注意ください。また、保管時や移動時に上に重いものを載せた 
り、無理な収納は避けてください。 

® プロテクターの外側から0リングの接触面を強く押したり、プロテク 
ターをねじったりすると防水機能が損なわれることがあります。無理な 
力をかけないようごま意ください。 

® 事前テストと最終チェックを実施した上でご使用ください。 

® 撮影中に水滴などか漏れの兆候を見付けた場合は、直ちに潜水を中止し 
て、カメラなび本製品のか気を取り、「最終チ X ックをします」の項目 
を参考にしてテストを行い水漏れの有無を確認してください。 


おなり扱いについて 

• ]；1下のような場所で本製品を使用または保管した場合、動作不良やが 
障、破損、火災、内部の曇り、か漏れの原因となります。絶対に避け 
てくださし、。 

-直射日光下や自動車の中など高温じなるような場所 
• 火気のある場所 
• か深 40 m より深い水■中 
-振動のある場所 

-高温多湿や温度変化の激しい場所 
. 揮発性物質のある場所 

•本製品は耐街撃性に優れたポ IJ カーボネート樹脂製ですが、岩などで 
擦ると傷が付くことがあります。また、固い物にぶつけたり、落とし 
たりすると破損することがあります。 

•本製品は装填されたカメラへの衝撃をやわらげるケースではありませ 
ん。本製品にデジタルカメラを装填した状態で街撃を与えたり、重い 
ものを載せたりするとデジタルカメラがが障する場合があります。取 
り扱いには十分ご注意ください。 

•長期間使用しないと0リングの劣化等じより防か性能が低下している 
場合があります。使用前には事前テストと最終チ1ックを必ず行って 
ください。 

•兰脚座やアクセサリ取り付け部には過大な力をかけないでください。 

•プロテクターを使用した撮影ではフラッシュ光がけられ、画面隅に影 
が出ることがあります。特にカメラのワイド側でのマクロモード撮影 
時には目立つ場合があります。画像を確認の上、ご使用ください。 
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•洗浄*防鏡*防曇*補修等の目的で、下記の薬品類を使わないでくだ 
さい。プロテクターに直接、あるいは、間接的（薬劑が気化した状態） 
じ使用した場合、高圧下でのひび割れなどの原因となります。 


使用できない薬品類 

説明 

揮発性の有槪溶剤、 

化学洗剤 

プロテクターをアルコール.ボソリン*シンナー 
などの揮発性有機落剤、または化学洗剤等で洗净 
しないでください。洗浄は真水、または、めるま 
漏を使用してください。 

防錯剤 

防錯剤を使用しないでください。金属部分はステ 
ンレスなび真諭を使巧しています。ミ先ミ争は、真水 
を使用してください。 

巿販防曇剤 

巿販の防曇剤を使用しないでください。化ず指定 
の防曇剤シリカゲルを使用してください。 

指定外のシリコングリス 

シリコン〇リングじ指定品！;!外のシリコングリ 
スを使用しないでください。〇リングの表面が変 
質して、水漏れの原因となります。 

接着剤 

補修などの目的で接着剤を使用しないでくださ 
し\。補修が必要な場合は販売店または弊社サービ 
スステーシヨンじご相談ください。 



♦この取扱説明書で指示している]; I 外の操作を行い、また、指示してい 
る]; I 外の場所を取りはずしたり、改造を加えたり、指定]; I 外の部品を 
使用することはしないでください。 

上記の行為の結果、撮影に不都合が生じたり機材に不具合が発生した 
場合は保証の対象外となります。 

♦デジタルカメラの水没事がは、当社では一切その責任を負いかねます。 
♦使用時の事が（人身•物損）の補償はいたしかねます。 
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1 •準備をしましよう 

巧の中を«認します 


箱の中の付属品はすべてそろっていますか。 

万一、付属品が不足していたり、破損している塌合はお買上げの販売店 
までご連絡ください。 



(0 リングが正常であることを確認してください） 



取扱説明書（本書 ) 


オリンパス代理店リスト 
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各部名称 




①パームグリップ 

⑤ 拡散板 

※をシャ ッターレバー 
※④ POWER ボタン 

⑥ アクセサリー取付部 
⑥前蓋 

①バックルフック 
⑥バックル開閉レバー 
③レンズキャップストラップ 
啜）レンズキャップ 
⑩レンズ窓 
® レンスリング 
® ハンドストラップ 
@ハンドストラップつり輪 


海)装填ガイドレール 
液晶イン ナー フード 
⑩〇リング 
颇ミ脚座 
避)遮光フード 
感)あ晶フード 
※⑩化ボタン/十字ボタン 
※興 MENU ボタン 
※喔) ズーム ボタン 
※留)モードダイヤルノブ 
※感囚ボタン/十字ボタン 
※感ボタン 
※赁)$ボタン/十字ボタン 
※興 OK/FUNC ボタン 
※屬)がボタン 


※题) AFL (ま1)/十字ボタン 
(ま 1) (水中ワイド1または 
水中マクロモードでの撮 
影中は、十字ボタン下は AF 
ロックボタンとして機能 
します。） 

※留) DISP. のボタン 
透)液晶モニタ窓 
透)後蓋 

@液晶フードストラップ 
遇）シリコングリス 
(白キャップ） 

透）シリカゲル 
逗 ） 0リングリムーバー 


Note : 

^印のプロテクター操作部はデジタルカメラの各操作部に対応しています。 
プロテクター操作部を操作することによってデジタルカメラの対応する機 
能が動作します。詳しい機能の内容じついてはデジタルカメラの取扱説明書 
をご覧ください。 
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ストラップを巧り付けます 

プロテクター本体にストラップを取り付けましょう。 


取付け説巧図 取付け完了図 



基本操作を マスター します 

撮影する前に、プロテクターの基本操作をマスターしましょう。 

プロテクターの構え方 

両手でしっかり持ち、脇をしめプロテクターの液晶モニタ窓を通してデ 
ジタルカメラの液晶モニタで撮影画面を確認できるようじ構えます。 


良い例 



悪い例 



A 注意： 

-レンズ窓やレンズリングにお埋な力を加えないでください。 

-レンズ窓、フラッシュ拡散板に指などがかからないようじごミ主意くださ 
い。 
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シャ ッターレバーの 押し方 
シャッターレバーを押すときは、力 
メラぶれが起きないようじま意し 
ながら静かにレバーを操作します。 



Note : 

カメラのシャッターボタンの詳しい操作まはデジタルカメラの取扱説明書 
をご覧ください。 


撮影モードの切リ換え方 
デジタルカメラの撮影モードを切 
り換えるには、本プロテ クターの 
モードダイヤルノブを回して切り 
換•夕すす 

どの撮影モードに設定されている 
かは、液晶モニタで確認します。 


ズームボタンの使い方 
装填されるデジタルカメラの ズー 
ム ボタンに対応して、本プロテク 
ターのズ—ム ボタンを操作する こ 
とじよりズー厶操作が可能です。 


モードダイヤルノブ 



ズーム ボタン 
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A 注意： 

カメラは電源オンの状態で、何も操作しないとスリープモードと呼ばれる省 
電力状態に入リ、液晶モニタは自動的じ;‘肖なします。この状態でシャッター 
レパーを全押ししても撮影できません。ズームボタンやその他のボタンを操 
作して、カメラをスリープモードから復帰させてから撮影しましょう。さら 
に15分放置すると、カメラは電源オフの状態じなリます。 POWER ボタンを 
押して電源を入れてください。 

詳しくは、デジタルカメラの取扱説明書を参照してください。 
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2. プロテクターの事前チェックをしましよう 


使用前のち前テスト 


本プロテクターは、製造工程での部品の品質管理および組立工程での各 
機能検査などを厳重に実施しています。さらにすベての製品は高水圧試 
験機により水圧試験を実施し、仕様通りの性能が守られているか検査を 
巧い合格したものです。 

しかしながら、持ち運びや、保管の状態、メンテナンスの状況等何らか 
の原因で防水機能にダメージを受ける場合があります。 

潜水前には必ず次の事前テストと、カメラ装填後に行う最終テストを実 
施してください。 

事前テスト 

①デジタルカメラをプロテクターじ装填する前に、空のプロテクターをご 
使用じなる水深になめてか漏れの有無を確認してください。 

运）水漏れ事がは、主に]; I 下の原因で起こります。 

• 0 IJ ングの取り付け忘れ 

• 0リングの一部または全部が所定の溝からはずれていた 

• 0リングの傷やヒビ、または変質-変形 

•〇リングや0リングリング溝、前蓋部0 IJ ング接触面への砂■綱 
維くず、髪の毛など異物の付着 
-前蓋部〇リング接触面や〇リング溝内の傷 

-プロテクターを閉じる隙の付属ストラップやシリカゲルの挟み込 
み 

テストは上記の原因を取り除いて巧うようじしてください。 


A ま意： 

-水漏れの確認はご使用になる水深に沈めて確認することがいちばん適切 
です。これが難しい場合は水圧のかからないごく連いところでも水漏れ 
が確認できる場合があります。面倒がらずにおず実施してください。 

-万一、事前テスト中に正常な取リ扱いで水漏れが確認された場合はご使 
用を中止し、商品お買上げの販売店またはオリンバスサービスステー 
シヨンじご相談ください。 
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3. デジタルカメラを装填しましよう 

デジタルカゾラをチェックします 


プロテクターじ装填する前にデジタルカメラをチェックします。 


電池の確認 

水中撮影ではフラツシユを使用した撮影が多くなります。 
電池残量が十分あることを確認してください。 


Note : 

電池消'耗じよる撮影不能を避けるため電池はできるだけダイビングごとに 
フル巧電状態の電池に交換してください。 


撮影可能枚数の確認 

記録メディアの撮影可能枚数が十分じあることを確認してください。 
デジタルカメラのストラップをはずしましょう 

デジタルカメラにストラップが取り付けられている場合は、必ずスト 
ラップを取りはずしてください。 


A 注意： 

•ストラップをはずさずにデジタルカメラを装填した場合プロテクター開 
開部にストラップを挟み込み、水漏れの原因となリます。 

•ストラップを取りはずすときはデジタルカメラの取り扱いじ十分ご注意 
ください。万一、カメラを落とす等で破損した場合、当社では損害など 
一切の責任は負いかねます。 


カゾラを準備します 

装填できるデジタルカメラは？ 

本製品 ( PT -043) は At 1030 SW/Stylus 1030 SW 専用です。 

カメラの電源を入れます 

カメラは電源オンの状態で、何も操作しないとスリープモードと呼ばれ 
る省電力が態に入り、液晶モニタは自動的に消‘巧します。この状態で 
シャッターレバーを全押ししても撮影できません。ズームボタンやその 
他のボタンを操作して、カメラをスリープモードから復帰させてから撮 
影しましょう。さらに15分放置すると、カメラは電源オフの状態じなり 
ます。 POWER ボタンを押して電源を入れてください。 
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カメラの動作チェックをします 

デジタルカメラの取扱説明書じしたがって、動作の確認をし、完了した 
らカメラの POWER ボタンを押して電源を切ります。 


プロテクターを開けます 

付属の0リングリムーバーのフック部分を下図のようじ 
①バックル開閉レバーの下に差込みます。 

③そのままゆっくりと〇 IJ ングリムーパーを引いてください。 

感〇リングリムーパーを使わない時は飄旨と人差し指でバックル開閉いく一 
を横から押え、ゆっくり引き上げてください。 



デジタルカメラを装填します 


①デジタルカメラの電源が OFF になっていることを確認します。 
@デジタルカメラを静かに装填します。 
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シリカゲルを装填します 
プロテクターを密閉する前に必ず 
付属の防曇剤シリカゲルー袋を、力 
メラ底面とプロテクターの間に入 
れてください。 



A ま意： 

• シリカゲルは指定の場所に指定された向きで必ず奥まで挿入してくださ 
い。向きを間違えるとプロテクター密閉時にシリカダルの袋を挟み込み 
水漏れの原因となります。 

• 途中まで入れたままでプロテクターを閉めるとシリカゲルの袋を〇リング 
が挟み込み水漏れの原因となリます。 

• 一度使用したシリカダルは吸湿性能が衰えています。シリカゲルはプロ 
テクター開閉時に毎回交換することをおすすめします。 


巧填状態のチェックをします 

プロテクターを密閉する前に、甘下の通り各部のチ X ックをします。 

-デジタルカメラは正しく装填されているか。 

-シリカゲルは指定された位置に奥まで挿入されているか。 

-プロテクター開口部の0リンダは正常に装着されているか。 

•〇リングと前蓋部の〇リング接触面にゴミなどの異物が付着していな 
いか。 

-防水機能のメンテナンスは巧ったか。 


JP 18 




























プロテクターを密閉します 


静かに後蓋を閉じ （0 リングが溝か 
らはずれないようじ静かじ閉めて 
ください。）、バックルを後蓋の端に 
引っかけてバックル開閉レバーを 
矢印方向に倒し、プロテクターを密 
閑状態じします。 



巧 


A ま意： 

• バックル開閉レバーは必ず2ケ巧とも矢印の方向に倒し、プロテクターを 
密閉が態にしてください。どちらか片側のバックルが開いている場合、プ 
ロテクターは密閉巧態とならず、水漏れの原因となリます。 

• 液晶フードおよびレンズキャップのストラップを挟み込まないようにプ 
ロテクターの後蓋を閉じてください。挟み込まれた場合は水漏れの原因 
となります。 


装填をの動作チェック 


プロテクター密閉後、カメラが正しく機能するか最終チ X ックをします。 
①プロテクターの POWER ボタンを操作し、カメラの電源が ON / OFF でき 
るか。 

③プロテクターの背面の モー ドダイヤルノブを操作し、カメラの撮影 モー 
ドが正しく切り換わるか。 

-切り換えたモードが液晶モニタ上に正しく表示されるか。 

感プロテクターのシャッターレバーを操作し、カメラのシャッターボタン 
ををイ / t マ-去るか 

•その他、プロテクターの各種操作ボタンを操作して、カメラが機 
能するか。 



JP 19 




















A 注意： 

カメラが正しく機能しない場合は、本取扱説明書「デジタルカメラをチェッ 
クします」 （ P .16) からカメラの装填をやり直してください。 


巧おシーン/摄影モードの巧認 


プロテクター使用時に、カメラがど 
の撮影シーン/撮影モードに設定 
されているかの確認は、カメラの液 
晶モニタ上の撮影シーン/撮影 
モードの表示で確認します。 


撮影シーン/撮影モード 



レンズキャップの巧り付け方、巧りはずし方 


図のよラにレンズリングじレンズ 
キヤツプをはめ込んで取り付けま 
す。撮影前にレンズキャップを取り 
はずしてください。 
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液晶フードの巧り付け方、巧りはずし方 


取り付け方 

図のようじ液晶フードの取り付け用の凸部を液晶モニタ窓上下のガイド 
に強く押込みます。 


取りはずし方 

液晶フードを外に拡げるようじして、液晶モニタ窓上下のガイドから取 
付巧の凸部をはずします。 



最終チェックをします 


目視検査 

プロテク ターを 密閉後、プロテクターの前蓋、後蓋の密閉部分の周囲を 
外側から見て、0リングのよじれやはずれ、異物の挟み込みが無いこと 
を確認してください。また、本体に割れ、ヒビが無いことを確認してく 
ださい。 


A ミ主意： 

髪の毛や繊維くず等細かいものは目立ちませんが水ミ夏事故の原因になりま 
す。また、本体の割れ、ヒビじは特にごま意ください。 
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気巧が出てこないか良く確認してくだ 
さい。 

水中の操作はまだしません。 


水から引き上げて下に水がたまってい 
ないか確認します。 

念には念を入れてよ<確認してくださ 

い。_ 

気巧が出てこないか良く確認してくだ 
さい。 

すべてのボタン、レバー、ダイヤル類を 
操作して気をが出てこないか確認して 
ください。 

ここで水が入らなければ大丈夫。 


これで安んです。 
HAVE A NICE DIVE! 


水から引き上げてみてプロテクターの 
下じ水が溜まっていないか確認します。 
内部に水が垂れていませんか？ 



内部じ水が入ってい 
ないかチ X ックしま 
す。 


次は30秒水につけて 
チェックします。 


内部に水が入ってい 
ないかチ X ックしま 
す。 


次は3分水につけて 
チェックします。 


これが最後のチェッ 
クです。シリカゲルが 
霜れてませんか？ 


これで安ん。 


3 


4 


5 


6 


最初は3秒だけ水に 
つけてみます。 


〇リングにトラブルがあれば3巧だけ 
でも浸水してさます。蓋の間から気ミ包が 
出てきませんか？ 

よくチェソクしてくださし、。 


ゆっくりと水の中に 
入れていきます。 


麗 


プロテクターは透明なので、水滴が乂っ 
ても簡単に確認できます。 


簡単水をテスト 説明画像 I ちょっとヒントです 


最終テスト（水漏れテスト） 

ここではカメラ装填後の最終か漏れ検査をご紹介します。もし、かまし 
たら…その不安から開放される唯一の手段です。必ず行ラようにしま 
しょラ。水槽またはバスタブなどで簡単に巧えます。所用時間約5分 


X PT-043 にバランスウ: L イトは付属しておりません。 


せ。。 
まいね 
てさす 
。れだで 
す需く実 
ではて確 
切ルしも 
大ゲ認査 
が力確検 
れリくる 
こシよか 
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ん水中での撮影方ま 

ストラップの使い方 



付属のハンドストラップじ手首を通しストップボタンで長さを調整しま 
す。 



巧影しましよう 


液晶モニタで撮影画面を確認します 

液晶モニタを使用して撮影画面を確認します。 

シャッターレバーを静かに押します 

シャッターレバーを 押す際は、両手で プロテクターを しっかりまえ、力 
メラ ぶれが超きないようにま意しながら静かに レバーを 操作します。 

フラッシュ撮影時のごま意 

マクロ撮影時はワイド側でフラッシュ光がけられたり光量むらが発生す 
ることがあります。 

水中撮影では、水による光の減衰の影響や撮影時の条件（水中での透明 
度や浮遊物の有無など）でフラッシュ光到達距離が極端に短くなる場合 
があります。 

撮影後は液晶モニタで再生して確認してください。 
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5. 水中撮影シーンに合わせた撮影 

カメラに設けられたか中撮影シーンに合わせた設定を利用することで、 
簡単に水中撮影をお楽しみいただけます。 

水中巧彭シーンの種巧 


(作例) 

至1水中ワイド1 

水中で魚群など広範囲の景色を撮る のに 最 
適です。背景の青がより鮮やかに見えるよう 
[こ撮影しま3。 


玄2水中ワイド2 

イルカやマンタなどの動きの速い大型の水 
中被写体を撮影するのに最適です。 

多くのイルカウオッチングポイントにおい 
て、イルカを驚かせないために、フラッシュ 
を使用しないルールが定められています。 
ルールを考慮して、フラッシュは OFF の設定 
になっていますが、マンタ等の撮影時にフ 
ラッシュが必要な場合は、フラッシュ設定を 
ON にして撮影をお楽しみください。 



か 水中 マクロ 

水中で魚な どの 生物に近接して撮る のに 最 
適です。水中の自然な色を再現して撮影しま 
す。また、フラッシュを使用するとホ色を強 
調した撮影が可能です。 



A 注意： 

水中ワイド1および水中マクロモード撮影時にプロテクター背面の十字ボタ 
ン下 （ AFL ボタン）を押すと、ピント位置を簡単に固定します。 （ AF ロック）。 
ピントが固定されると 、 AF ロックマーク ( AFL ) がカメラの液晶モニタ右 
上に表示されます。 
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巧おシーンの選択方法 


プロテクタ—のモ—ドダイヤルノ 
ブ®を回して、カメラの撮影モード 
を rscN モード」に合わせ、か中ワ 
イド1、水中ワイド2または水中マク 
口のシーンを十字ボタン上下③を 
押して選択し、最後に 0 K ボタン感 
を押して決定します。 

水中モード使用中に別の水中モー 
ドを選ぶ場合は、 プロテクターの 
MENU ボタンを押し、十字ボタンの 
下を押して液晶画面上の SCN を選 
おし、 OK ボタンを押した後に液晶 
画面から選択したい水中モードを 
十字ボタンで選び、 0 K ボタンを押 
してま定します。 



水中巧おシーン時の AF ロックについて 


水中ワイド1または水中マクロの撮 
影シーンを選がすると、プロテク 
夕一の十字ボタン下 （ AFL ボタン） 
を AF ロックボタンとして利用でき 
ます。ボタンを1回押すと AF ロック 
され、シャッ ターレバーの 操作に集 
中できるので、シャッターチヤンス 
を逃しません。 



水中ワイド1また 
は水中マクロ時 
は AF ロックボタ 
ンとして利用で 
きます。 


Note : 

- AF ロックを解除する場合は、シャッターレバーを操作する前にもう一度、 
十字ボタン下 （ AFL ボタン）を押すと解除することができます。 

• W 1030 SW/Stylus 1030 SW は、 水中用 ムービーモードを 選ができます。 
プロテクターのモードダイヤルノブを 回して、 巧に 合わせます。 MENU 
ボタンを押し、十字ボタンを押して ムービーを 選択し、 OK ボタンを押し 
ます。十宇ボタン上下を押して水中を選択し、最後に OK ボタンを押して 
ホ定します。 
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6 •撮影終了をの巧り巧い方法 



水滴を a き巧りましょう 


水中撮影終了後、陸に上がったらプ 
ロテクターに付いているか滴を拭 
き取ります。プロテクターの前蓋- 
後蓋のすきま、シャッターレバー、 
バームグリップ、開閉ダイヤルに付 
いている水滴などを繊維くずの出 
ない柔らかい巧やエアーを使って 
丹念に除去します。 


么注意： 

-プロテクターの前蓋と後蓋の間に水滴が残っていると、プロテクターを 
開けた際にその水滴がプロテクター内にこぼれるおそれがあります。特 
じ念入りに水滴を除去してください。 

-プロテクターを開ける際、髪の毛や身体から落ちる水滴をプロテクター 
内部やカメラに落とさぬよう十分ごを意ください。 

-プロテクターを開ける際、手や手袋に砂•繊維くず等の異物がついてい 
ないことを確かめてください。 

-水しぶきや砂のかかる恐れのある場巧ではプロテクターの開閉をしない 
でください。電池や記録メディアの交換をするためにやむを得ず開閉す 
る場合は物陰でシートを敷く等、水しぶきや砂のかからないようじして 
ください。 

-海水のついた手でデジタルカメラや電池に触れないよう注意してくださ 
い。 

Note : 

あらかじめ真水で需らしたタオルなどをポリ袋に入れて用意しておき、手や 

指の塩分を拭き巧ってから作業するとよいでしょう。 



JP26 








デジタルカメラを巧り出します 


プロテクターをま意して 開き、 装填 
されているデジタルカメラを取り 
出します。 



A ミち意： 

• 開いたプロテクターは、曰リング面を必ず上に向けて置いてください。0 
リング面を下に向けて置くと、ゴミなどの異物が0リングや0リング密 
着面に付着して次回水中撮影時の水漏れの原因じなリます。 

• 撮影した画槪のお存方まなどはデジタルカメラの取扱説明書をお読みく 
ださい。 
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プロテクターを真水で洗います 


■ ご使用後のプロテクターは空のまま再度密閉してできるだけ早く真水で 
十分に洗います。あかで使用した場合は、塩分を落とすためじ真かじ一 
定時間浸けておくと効果的です。 



A 注意： 

• 部分的に高い水圧がかかると水漏れするおそれがあリます。プロテク 
ターを水洗いするときは装填したデジタルカメラを取り出してから巧つ 
てください。 

• 本製品のシャッターレバーや各種ボタンを真水中で操作してシャフトじ 
着いた塩分を洗い落としてください。分解しての清掃は決してしないで 
ください。 

• 塩分がか着したまま乾燥させた場合、機能にま障をまたすおそれがあリ 
ます。使用後は必ず塩分を洗い落としてください。 


プロテクターをを巧させましょう 

真水ない後塩分のついていない、繊維くずの出ない乾いた柔らかい巧で 
水滴を拭き取り、風通しの良い日陰で完全に乾燥させてください。 


A 注意： 

-乾燥させるためにヘアードライヤーなど温熱風を使用したり、直射日光 
に当てることはしないでください。プロテクターの劣化-変おや0リン 
グの劣化をまめ水漏れの原因になります。 

-プロテクターを拭く際は拭き傷を付けないようごを意ください。 
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7 -防水機能のタンテナンスをしましよう 



本製品の後蓋を一度でも開けた場合は、必ず0リングのメンテナンスを 
実施しましょう。 

0リングを巧りはずします 

プロテク ターを 開けて、プロテクターじ装着されている0リングを取り 
はずします。 

0リングの取りはずしかた 

①〇リングと〇リング溝の壁の間に〇リングリムーバーを差込みます。 
运）差込んだ0リングリムーパーの先端を0リングの下にくぐらせるよう 
にします。 

(〇リングリムーバーの先端で溝を傷付けないよう注意してくださし、) 
感浮き上がった〇 IJ ングを指先でつまんでプロテクターからはずしてく 


ださし、。 
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砂-ゴミなどを巧り除きましょう 


■ 目視で〇リングじついたゴミを取り除いた後、0 IJ ングを指でつまんで 
全周を軽くしごくと、砂などの異物の付着や傷*ヒビ割れの有無が確認 
できます。 



0リング溝は繊維の出じくい清潔な布、またはかすの出じくい綿棒など 
で付着した異物を取り除きます。プロテクター前蓋の〇リング密着面も 
同様に付着した砂-ゴミを取り除きます。 



A 注意： 

•本製品ご購入直をでも、実際に製品を水中でご使用じなる前に必ず、防 
水機能のメンテナンスを実施してください。 

• 0リングを取りはずす時や溝内部をクリーニングする時に、シャープペン 
シル等先端の鋭利なものを使用すると〇リングやプロテクターに傷を付 
けて水漏れの原因になることがあります。 

• 指ホで0リングをしごいて検査する際に、曰リングを引き伸ばさないよ 
うじ注意してください。 

• 0リングを洗浄する際には、アルコール•シンナー•ベンジン等の落剤、 
または化学洗剤の使用は絶巧に避けてください。これらの薬品を使巧す 
ると、0リングに損傷をちえたり、劣化を速めるおそれがあります。 
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0 リングを巧り付けます 


異物の無い ことを 確認後、〇リングに薄く付属のグリスを塗り、溝に〇 ffl^M 
リングをはめ込みます。この時、溝から0リングのはみ出しが無いこと 
を確認します。 


〇リングへのグリス签巧方ま 



専用グリスをつけま 
す。 


脚 


指や0リングにゴミのが着がないこと 
を確認し、専用のグリスを指に5ミリ程 
度取り出します。（グリスの量は5ミリ種 
度が適切） 

2 

グリスを全化に伸ば 
します。 


m 


指にとったグリスを3本の指で挟むよラ 
に全体に伸ばしていきます。力を入れて 
0リングを引っ張らないようにま意し 
てください。 

3 

傷や凹凸がないか 
チェックします。 

可 


全体になじんだグリスを確認して、手の 
感触と目で傷や凹己がないかチユック 
してくださし、。傷があったらき巧おの〇リ 
ングにおず交換します。 

4 

圧着面にグリスを塗 
ります。 




指に残ったグリスはプロテクターの圧 
着面の清掃とグリスアップに使用しま 
す。 


么ミ主意： 

• 撮影途中でも電池や記録メディアの交換などでプロテクターを開けた場 
合は防水機能のメンテナンスを必ず実施してください。防水機能のメン 
テナンスを怠ると水漏れの原因となります。 

• 長期間使用しない場合は、0リングの変おを避けるためじ〇リングを溝 
からはずしてシリコングリスを蓮く塗り、清潔なポリ袋などに入れて保 
管してください。 

• 塩分がイ寸着したまま乾燥させた場合、機能に去障を来たすおそれがあり 
ます。使巧後は必ず塩分を洗い落としてください。 
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消耗品は巧り替えましょう 


■ - 0リングは消'耗品です。プロテクターの使用回数にかかわらず、少なく 
とも1年切内に新品と交換されることをおすすめします。 

•使用状況、保管状況によっては0リングの劣化が速まります。傷•ヒ 
ビ割れが入っていたり弾力が低下していたら1年未満でも交換してく 
ださい。 


Note : 

消'耗品のシリコングリス、シリカゲル、本体用〇リングはオリンバス純正品 
をお使いください。オリンパスサービスステーションでも購入いただけま 
す。 
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8 ■付録 


PT -043 ご使用上の Q&A 


Q1： 使巧可能なデジタルカメラを教えてください。 

A 1: 本製品 ( PT-043) は yLi 1030 SW/Stylus 1030 SW 専用です。 

Q2: デジタルカメラをプロテクターにセットする際のま意事項を教え 

てください。 

A2: 下記の点じ特に注意してセットしてください。 

① デジタルカメラの電池残量が十分じあることをご確認くださ 
し、。水中ではフラッシュを使用した撮影が多いため、電池の消' 
耗が速くなります。 

@記録メディアの記録残枚数をご確認ください。プロテクターの 
開閉をなるべく少なくするためじも残数に余裕を持ってご使用 
ください。 

感デジタルカメラのストラップをはずしてください。ストラップ 
をはずさずに装填すると、プロテクター密閉時にストラップを 
挟み込み、水漏れの原因となります。 

® 装填するカメラの電源を OFF じします。 

® プロテクターを密閉する前にプロテクター後蓋にある溝に〇リ 
ングが正常に装着されていることを確認してください。 

風 0リングと前蓋部〇リング接触面にゴミ、髪の毛等の異物が付 
着していないことを確認してください。 

® 防曇剤シリカゲルを入れましょう。オリンパスプロテクター用 
シリカゲルをご使用ください。 

Q3: プロテクター使用時、保管時のま意事項を教えてください。 

A3; 下記の点じごま意ください。 

①プロテクターの外側から0リングの接触面を強く押したり、プ 
ロテクターをねじったりするとおか機能が損なわれて水漏れす 
ることがあります。 


感下記のような場所でプロテクターを使用、放置または保管した 
場合、動作不良やが障の原因となります。絶対に避けてくださ 
い。 

-直射日光下や自動車の中等、プロテクターが高温になる場 
巧、異常に温度が低いところ、極端に温度変化が激しいと 
ころ 

• 火気のある場戸巧 
. 揮発性物質のある場所 
-振動のある場所 

感プロテクターじカメラを装填した状態で、切下のような取り扱 
いをした場合、本製品および装填されたカメラがが障•破損す 
るおそれがあります。絶対に避けてください。 

-物にぶつける 
-落下させる 
. 重たいものを載せる 

@長時間使用しないとカビが生えたり故障の原因じなることがあ 
ります。使用前に各操作部の動作確認、事前テスト、最終テス 
卜を実施してください。 

Q 4： プロテクター開閉時の注意事項を教えてください。 

A4: 下記の点にご注意ください。 

① かしぶきや砂のかかるおそれのない場所で、開閉してください。 
③ 前蓋と後蓋のすき間、バックル等凹凸のある個巧に付着したか 
滴を拭き取ってください。開けた時にプロテクター内に水滴が 
流れ込むおそれがあります。 

感プロテクターを開ける際に、髪の毛や身体から、プロテクター 
内やカメラの上に水滴が落ちないようご注意ください。 

® 開いたプロテクターの〇リングと前蓋部の〇リング接触面に、 
砂、織維くず等異物の付着がないことを確認してください。 

感ミ每水のついた手でカメラや記録メディアに触らないようにして 
ください。 

® 撮影中に水滴等、か漏れの兆候を発見した場合は、直ちに潜水 
を中止し、再度、か漏れのテストを巧いか漏れの有無を確認し 
てください。カメラが;'需れていたら水分を拭き取り動作を確認 
してください。 


Q 5： 使用後のプロテクターの取り扱いを教えてください。 

A 5: 使用後の プロテクターは なるべく早くカメラを取り出し、真かで 

洗ってください。ミちで使用した場合は塩分を落とすためじ一定時 ■ 
間つけておくと効果的です。真水の中でボタン*レバーを操作し 
軸回りの塩分を洗い流してください。水洗い終了後塩分の付いて 
いない乾いた布で水分を拭き取り、陰干しで乾燥させてください。 
乾燥させるために ヘア ドライヤー等の温熱風を使用したり、直射 
日光にさらすことは避けてください。高温や直射日光じさらすと 
プロテクターの変お-変色-破損や0リングの劣化の原因となり 
ます。プロテクター内部は乾いた繊維くずの出ない柔らかい布で 
拭いてください。0 IJ ングをはずして塩分•砂*埃等の付着物を 
拭き取り、さらに0リングがはめ込まれていた溝と、〇リングが 
接触していた面も同様に付着した巧れを拭き取って乾燥させてく 
ださい。0リングを溝からはずす時に先端の鋭利なものを使用す 
ると0 IJ ングに傷を付けてか漏れの原因となることがあります。 
必ず付属の0 IJ ングリムーバーをご使用ください。 

Q 6： 水中での撮影方法を教えてください。 

A 6: 下記の点じま意して撮影してください。 

①プロテクターに付属しているハンドストラップの輪を手首に固 
定します。 

@レンズ窓に指がかかっていると指が写ります。プロテクターを 
保持する時に指の位置にごま意ください。 

感シャッターレバーを押す隙は、而手でプロテクターをちえ、力 
メラぶれが超きないよう静かじ操作してください。 

® プロテクター背面の液晶モニタ窓を通してデジタルカメラの液 
晶モニタで画面を確認し撮影します。電池消'耗による撮影不能 
を避けるため電池はできるだけダイビングごとにフル充電状態 
の電池じ交換してください。 
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Q 8： か;是事故の原因を教えてください。 

A8: 水没事故は主に下記のことが原因で起こります。特に念入りに確 

認してください。 

①〇リングの取り付け忘れ 

③〇リングの一部または全部が溝からはずれていた 

感〇リングの傷、変質、または変お 

® 0リングへの砂-繊維くず-髪の毛等異物の付着 

感〇リング溝、前蓋部0 IJ ング接触面への砂*繊維くず*髪の毛 
等異物の付着 

® プロテクターを密閉する際の、ストラップ、シリカゲル包装袋 
等の挟み込み 

® 船上から海へ放り投げたり、プロテクターを持ったまま水中に 
飛び込む等プロテクターに瞬間的に強い力がかかった時。水中 
じ入る隙は手渡しを行うなど街撃を与えないようご注意くださ 
し、。 

Q 9: 〇リンググンテナンスのま意点を教えてください。 

A9: 下記の点にご注意ください。 

①〇リングはクリーニングの隙にアルコール*シンナ ー■ ベンジン 
等の有機溶劑や化学洗剤の使用は避けてください。これらの薬品 
を使用すると〇リングが変質し劣化を速めます。 

感グリスはオリンパス純正のシリコングリス（白キャップ）をお 
使いください。 PT-008 までの プロテクターに 付属のグリス（ホ 
キャップ）や他社製のグリスは本シリコン0リングに適してお 
りませんので、使用すると表面が変質しておか機能を損なうこ 
とがあります。 

感長期間使用しない時は〇リングの変おを避けるためじ〇リング 
をプロテクターからはずして専用グリスを蓮く塗り、清潔なポ 
リ袋等に入れて保管してください。再度使用する場合は0リン 
グじ傷•ひび割れがないこと、弾力が十分にあること、表面が 
ベとつく等の異常が無いことを確認した上で専用グリスを薄く 
塗り直してご使用ください。グリスは塗りすぎても防水機能や 
許容耐圧は上がりません。かえって砂やゴミなどが付き易い結 
果になります。蓮く均一に塗ることで最大の効果を発揮します。 

@ 〇リングは消'耗品です。少なくとも1年に1回は交換するようじ 
してくださし、。 
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感 0 IJ ングは使用状態、保管環境などじよっては劣化が促進されま 
す。0リングメンテナンス時に傷、ひび割れが入っていたり、弾 
力が無くなっていたらすぐに新しいものと交換してください。 


Q 10: プロテクターメンテナンス上のま意を教えてくださぃ。 

A 10： 下記の点じごま意くださぃ。 

① 洗;争*防鐘*防曇*修理等の目的で下記の薬品類を使用しなぃ 

で/知'さい 

• プロテクターをアルコール*シンナー* ベンジン等の揮発 
性の有機溶剤や化学洗剤で洗浄しなぃでくださぃ。洗浄は 
真水または姑るま湯で十分です。 

-防錯劑等を金属部分に使用しなぃでくださぃ。金属部分は 
アルミおよび真ちゆうとステンレスです。真水による洗浄 
で十分です。 

• 市販の防曇剤を使わなぃでくださぃ。必ずオリンパス純正 
の防曇剤シリカゲルをご使用くださぃ。 

. 修理等の目的で接着剤を使用しなぃでくださぃ。修理がお 
要な場合は興社サービスステーションまたはお買上げの販 
売店じごネ目談くださぃ。 

Q 11： 修理につぃて教えてくださぃ。 

A 11： 修理が必要な場合は弊社サービスステーションまたはお買上げの 
販売店にご相談くださぃ。ご自分で修理-分解-改造を行わなぃ 
でくださぃ。ご自分またはオリンパス指定者 J ；! 外の第互者によつ 
て修理*分解*改造を行うと保証の対象外となります。 

Q 12： PT -043 付属品の型式を教えてくださぃ。 

A 12: 下記の付属品を販売してぃます。 

① PT -043 本体用〇リング （ POL -042) : PT -043 の本体に設置されて 
ぃる浸水防止用0型のシリコンゴム製のパッキングです。他の 
プロテクター 用の 0 IJ ングは使用できません。 

@シリコングリス （ PSOLG -1/2/3) :シリコン〇リングメンテナン 
ス用のグリスです。 

感シリカゲル （ SILCA -5 S ) ;プロテクターのガラス部の結露による 
曇りを押える乾燥剤です。5袋入り。 

® 液晶フード ( PFUD -07) :プロテクターの液晶モニタ窓に取り付 
けて、カメラの液晶モニタを見やすくするフードです。 


JP 37 


^ 操作ボタン部の〇リングはお客様による交換はできません。 
交換が必要な場合はお買上げの販売店または当社サービス 
ステーションにご相談ください。有償で交換いたします。 

义 PT -043 にバランスウェイトは付属しておりません。 


仕様 


対象カメラ 

オリンパスデジタルカメラ 

41030 SW/Stylus 1030 SW 

許容水深 

か深 40m J； 1内 

主要材質 

本体：透巧ポリカーボネート 

バックル；ステンレススチール 

グリ、ソ プ/シヤッターレバー/各操作ボタン： 

ポリカーボネート樹脂 

レンズ窓； F L 強化ガラス 

各操作ボタン軸：ステレンススチール 

レンズリング径 

ホ 52mm 

サイズ 

幅 134mmX 高さ106 mmX 厚さ70.5 mm (突超 
部含まず） 

質量 

355g (カメラ、付属品含まず） 


※外観-仕様は改善のため予告無く変更することがあります。あらかじめご 
了承ください。 



OLVMRUS 


tT リンパスが—ジング株式をな 

干 163-0914 ま京都新宿区西巧宿2の3の1巧ちモノリス 


♦ ホームぺージによる情報提供について 

製品仕様、パソコンとの接続、 OS 対応の状況、 Q & A 等の各種情報を当社ホー 
ムぺージで提供しております。 

オリンパスホームぺー ジ http :// www . olympus . co . jp / から「お客様サポー 
卜」のぺージをご参照ください。 


• 智品に関ずるお問い合わせ巧{カスタマーサポートセンター） 

フ y — ダイサル 

画0120 -08421 5 

携帯電話 • PHS からは 042-642-7499 

FAX 042-642-7486 

調査等の都合上、回答までにお時間をいただ<場合がありますので、ご了をください。 

※カスタマーサボートセンターの営業曰•営業時間、最新情報についてはオリ 
ンパスホームぺージにて情報提供しておりまず。 

オリンパスホームぺー ジ http://www.olvmpus.co.jp/ から 
r お客様サポート」のぺージをご参照ください。 

参修理に関するお問い合わせ•修巧品ごを付巧（修埋七ンタ ー） 、国巧サービスス 
テーシヨン（修理お口》につきましては、本製品に同巧の•■オリンパス代理店り 
スト J 、 またはオリンパス ホー ムぺージ http :// www . olympus . co . jp / からお客 
巧サボート J のぺージをご参照ください。 


《記載巧容は変更されることがあります。最新情報はオリンパスホームぺージ 
http://www.olvmpus.co.jp/ をご確認く ださい。 


© 2008 OLVMPUS IMAGING CORP . 






■ Thank you for buying the Underwater Case PT-043. 

■ Please read this instruction manual carefully and use the product 
safely and correctly. Please keep this instruction manual for 
reference after reading it. 

■ Wrong use may cause damage to the camera inside the Case due 
to water leakage, and repair may not be possible. 

■ Before use, perform an advance check as described in this manual. 


Introduction 

• Unauthorized copying of this manual in part or in full, except for private 
use, is prohibited. Unauthorized reproduction is strictly prohibited. 

• OLYMPUS IMAGING CORP. shall not be responsible in any way for lost 
profits or any claims by third parties in case of any damage occurring 
from improper use of this product. 

• OLYMPUS IMAGING CORP. shall not be responsible for damage, lost 
profits, etc. caused by loss of image data because of defects, 
disassembly, repair or modification of this product by people other than 
third parties specified by OLYMPUS IMAGING CORP. or for other 
reasons. 


Please read the following items before use 

This Case is a precision device designed for use at a water depth within 

40 m. Please handle it with sufficient care. 

• Please use the Case correctly after sufficient understanding of the 
contents of this manual in regard to handling of the Case, checks before 
use, maintenance, and storage after use. 

• OLYMPUS IMAGING CORP. shall in no way be responsible for 
accidents involving immersion of a digital camera in water. 

In addition, expenses incurred for damage of internal materials or loss 
of recorded contents due to water entering the camera will not be 
compensated. 

• OLYMPUS IMAGING CORP. shall not pay any compensation for 
accidents (injuries or material damage) at the time of use. 
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For safe us 色 


This instruction manual uses various pictographs for correct use of the 
product and to prevent danger to the user and other persons as well as 
property damage. These pictographs and their meanings are shown 
below. 


A WARNING 

This indicates contents for which the possibility of human 
death or severe injury in case of handling under 
disregard of this indication csn be assumed. 

A CAUTION 

This indicates contents for which the possibility of human 
injury or the possibility of material damage in case of 
handling under disregard of this indication can be 
assumed. 



A WARNING 

① Keep this product out of the reach of babies, infants, and children. 
There is the possibility of occurrence of the following types of 
accidents. 

• Injury by dropping onto the body from a height. 

• Injury from parts of the body getting caught in parts which open and 
close. 

• Swallowing of small parts. Please consult a physician immediately 
if any parts have been swallowed. 

• Triggering of the flash in front of the eyes may cause permanent 
vision impairment etc. 

② Do not store with a battery in the digital camera housed in this product. 
Storage with a battery inserted may lead to leakage of the battery 
liquid and fire. 

⑤ If leakage of water should occur with a camera installed in this product, 
quickly remove the battery from the camera. There is the possibility of 
ignition and explosion from generation of hydrogen gas. 

④ This product is made of resin. There is the possibility that injuries may 
be caused when it becomes broken because of strong impact with a 
rock or other hard objects. Please handle it with sufficient care. 

⑥ The silica gel and the silicone grease for this product are not edible. 
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A CAUTION 

① Do not disassemble or modify this product. This may cause water 
leakage or trouble. In case of disassembly or modification by persons 
other than those appointed by OLYMPUS IMAGING CORP. the 
guarantee shall not apply. 

③ Do not place tnis product at locations with abnormally high or 
abnormally low temperatures or at locations with extreme temperature 
changes. The product may deteriorate. 

® Opening and closing at locations with much sand, dust, or dirt may 
impair the waterproof characteristic and cause water leakage. This 
should be avoided. 

④ This product has been designed and manufactured for use at a water 
depth within 40 m. Please note that diving to a depth in excess of 40 m 
may cause permanent deformation or damage to the Case and the 
camera inside the Case or may lead to water leakage. 

⑥ Jumping into the water with the Case in your pocket or in your hand, 
throwing the Case from a boat or ship into the water, and other rough 
handling may cause water leakage. Please handle with sufficient care, 
when handing it over from hand to hand etc. 

⑥ If the camera on the inside should become wet because of water 
leakage etc., immediately wipe off all moisture and confirm the 
operation. 

® Please remove the O-ring when traveling by air. Otherwise air 
pressure may make it impossible to open the Case. 

⑥ For safe use of the digital camera in this product, please read the 
"Instruction Manual" for the digital camera carefully. 

® When sealing this product, take sufricient care that no foreign matter 
gets caught at the O-ring and the contact surfaces. 

Batteries 

• Use only an Olympus lithium-ion rechargeable battery ( し I-50B) with the 
camera. 

•Take care that the battery electrodes do not become wet. This may 
cause trouble or accidents. 

•Carefully read the instruction manual for the camera about other 
cautions regarding batteries. 
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Setting the underwater shooting scene mode 

•The |j 1030 SW/Stylus 1030 SW cameras incorporate several shooting 
scene modes for underwater shooting, including wide-angle and macro 
modes. Simply select the mode that’s most appropriate for the scene 
you are shooting. 

For details, see "5. Underwater Shooting According to the Scene 
Type" (P.24) of this manual. 

♦For details on mode setting, refer to the digital camera’s operation 
manual. 

For Prevention of Water Leakage Accidents 

When water leakage occurs while this product is being used, repair of the 
camera housed in this product may become impossible. Please observe 
the following cautions for use. 

① When sealing this product, make sure that no hairs, fibers, sand 
particles or other foreign matter stick not only to the 0-ring, but also to 
the contact surface (front cover). Even a single hair or a single grain of 
sand may cause water leakage. Please check with special care. 


Examples of foreign matter sticking to the 0-ring 



Hair Fibers Grains of sand 


② The O-ring is a consumable part. Please replace it at least once a year 
with a new one. Before each use, perform the proper maintenance. 

⑤ Deterioration of the O-ring will acelerate according to the use 
conditions and the storage conditions. Immediately replace the O-ring 
with a new one if it is damaged, cracked, or has lost its elasticity. 

④ During O-ring maintenance, clean the inside of the O-ring aroove and 
confirm the absence of dirt, dust, sand, and other foreign matter. 

⑥ Apply the specified silicone grease to the O-ring. 
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® The waterproof function is not effective when the 0-ring is not installed 
correctly. When installing the 0-ring, take care that it does not project from 
the groove and that it is not twisted. Also, when sealing the Case, close 
the lid after confirming that the 0-ring has not come out of the groove. 

® This product is an airtight construction made of plastic 

(polycarbonate). When it is left for a long time in a car, on a boat, at the 
beach, or at other places reaching a high temperature, or when it is 
subjected for a long time to uneven external force, it may be deformed 
and the waterproof function may be lost. Pay sufficient attention to 
temperature control. Also do not place heavy objects onto the product 
during storage or transport, and avoid unreasonable storage. 

⑥ When the 0-ring contact surface is pressed strongly from the outside 
of the Case, or when the Case is twisted, the waterproof function may 
be lost. Take care not to exert excessive force. 

⑥ Please use the Case only after performing the advance test and the 
final check. 

⑩け you should notice drops of water or other signs of water leakage 
while taking pictures, immediately stop the dive, remove any water 
from the camera and the product, test according to the item "Final 
check", and confirm whether leakage has occurred or not. 

Handling the Product 

• Use or storage of the product at the following locations may cause 
defective operation, defects, trouble, damage, fire, internal clouding, or 
water leakage. This should be avoided. 

• Locations reaching high temperatures such as those under direct 
sunlight, in an automobile, etc. 

• Locations with open fire 

• Water depths in excess of 40 m 

• Locations subject to vibrations 

• Locations with high temperature and humidity or with severe 
temperature changes 

• Locations with volatile substances 

•This product is made of polycarbonate resin with excellent impact 
resistance, but it may be damaged by scraping against rocks etc. It also 
may break when it hits hard objects or is dropped. 

•This product is not a case to soften impacts to the camera inside the 
product. When this product with a digital camera inside it is subjected to 
impacts or heavy objects are placed onto it, the digital camera may 
become damaged. Please handle it with sufficient care. 
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•When the product is not used for a long time, the waterproof 
performance may drop because of deterioration of the 0-ring etc. Before 
use, always perform the advance test and the final check. 

•Do not apply excessive force to the tripod seat or the accessory mount. 

•When a flash is used while the Case is being used, shadows may 
appear at the edges of the picture. This is especially notable when 
taking pictures in macro mode on the wide-angle side. Please use a 
flash after image confirmation. 

•Do not use the following chemicals for cleaning, corrosion prevention, 
prevention of fogging, repair or other purposes. When these are used for 
the Case directly or indirectly (with the chemicals in vaporized state), 
they may cause cracking under high pressure or other problems. 


Chemicals which cannot 

be used 

Explanation 

Volatile organic solvents, 
chemical detergents 

Do not clean the Case with alcohol, gasoline, 
thinner or other volatile organic solvents or with 
chemical detergents etc. Use pure water or 
lukewarm water. 

Anticorrosion agent 

Do not use anticorrosion agents. The metal parts 
use stainless steel or brass. Wash with pure 
water. 

Commercial defogging 
sgents 

Do not use commercial defogging agents. Always 
use the specified desiccant silica gel. 

Grease other than 
specified silicone grease 

Use only the specified silicone grease for the 
silicone 0-ring, as otherwise the 0-ring surface 
may deteriorate and water leakage may occur. 

Adhesive 

Do not use adhesive for repairs or other purposes. 
When repair is required, please contact a dealer or 
a service station of OLYMPUS IMAGING CORP. 


•Do not perform operations other than specified in this instruction 
manual, do not remove or modify parts other than specified, and do not 
use parts other than specified. 

Any troubles in taking pictures or with the equipment resulting from the 
above actions shall be outside the guarantee. 

•OLYMPUS IMAGING CORP. shall in no way be responsible for 
accidents involving immersion of a digital camera in water. 
•OLYMPUS IMAGING CORP. shall not pay any compensation for 
accidents (injuries or material damage) at the time of use. 
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1.Preparations 

Check the contents of the package. 

Check that all accessories are in the box. 

Contact your dealer if accessories are missing or damaged. 




Instruction manual (this manual) 



OLYMPUS distributor list 
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© Loading guide rails 
® LCD inner hood 
⑩ O-ring 
海 ) Tripod seat 
® Light shield hood 
翅 ) LCD hood 

化 button/arrow pad 
*@ MENU button 
Zoom buttons 
Mode dial knob 
* 感囚 button/arrow pad 
口 button 

* 留 ） > button/arrow pad 
* 额 OK/FUNC button 
* 透)が button 


*领 AFL button (*1)/arrow 
pad 

(*1) (During Underwater 
Wide-Angle 1or Underwater 
Macro shooting mode, the 
down arrow pad functions as 
the AF LOCK button.} 

D 旧 P./© button 
透 ) LCD monitor window 
透 ) Rear lid 
@ LCD hood strap 
感 Silicone grease 
(White cap) 

透 ) Silica gel 
@ O-ring remover 



Note ： 

The Case operation parts marked by * corresponds to the operation parts of 
the digital camera. When the operation parts of the Case are operated, the 
corresponding functions of the digital camera will operate. For details of the 
functions, refer to the instruction manual for the digital camera. 



①⑤⑤④⑤⑥③⑥③颇⑩ 
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Install the strap. 

Install the strap on the Case body. 


Installation illustration Installation completed 



Master the basic operation. 

Please master the basic operation of the Case before taking pictures. 


Holding the Case 

Hold the Case securely with both hands, keep your elbows close to your 
body, and hold the Case so that you can confirm the picture on the LCD 
monitor of the digital camera through the し CD monitor window of the 
Case. 


Good example 



Bad example 



A CAUTION: 

• Do not exert excessive force onto the lens window or the lens ring. 

• Take care not to put your fingers etc. over the lens window and the flash 
diffuser. 
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How to Press the Shutter Lever 

When pressing the shutter lever, 
press it gently to prevent camera 
shake. 



Note: 

For more detailed information on operating the shutter button on the camera, 
please consult the digital camera's instruction manual. 



How to Switch the Shooting 
Mode 

To switch the shooting mode of the 
digital camera, turn the mode dial 
knob on this Case. 

Confirm the shooting mode on the 
LCD monitor. 


Mode dial knob 



How to Use the Zoom Buttons 

Zoom operation is possible by 
operating the zoom buttons of this 
Case corresponding to the zoom 
buttons of the digital camera in the 
Case. 


Zoom buttons 
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A CAUTION: 

To save battery power, the camera automatically goes into sleep mode and 
the monitor turns off if there is no operation when the camera is turned on. 
No picture is taken even if the shutter lever is fully pressed in this mode. 
Operate the zoom buttons or other buttons to restore the camera from sleep 
mode before taking a picture. If the camera is left for 15 minutes, it 
automatically turns off. Press POWER button to turn the camera on. 

For details, refer to your digital camera's instruction manual. 
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2. Advance Check of the Case 


Advance test before use 

This Case has been the subject of thorough quality control for the parts 
during the manufacturing process and thorough function inspections 
during the assembly. In addition, a water pressure test is performed with 
a water pressure tester for all products to confirm that the performance 
conforms to the specifications. 

However, depending on the carrying and storage conditions, the 
maintenance status, etc., the waterproof function may be damaged. 
Before diving, always perform the following advance test and the final test 
after installation of the camera. 



Advance Test 

① Before installing the digital camera in the Case, immerse the empty 
Case to the intended water depth to confirm that there is no water 
leakage. 

⑤ Main causes of water leakage are as follows. 

• The O-ring has not been installed. 

• A part of the O-ring or the entire O-ring is outside the specified 
groove. 

• O-rinq damage, cracks, deterioration or deformation 

• Sand, fibers, hair or other foreign matter sticking to the O-ring, the 
O-rinq groove or the O-ring contact surface on the front lid 

• Damage to the O-ring groove or the O-ring contact surface on the 
front lid 

• Catching of the strap, silica qel, etc. when closing the Case 
Perform the test after the above causes have been eliminated. 


A CAUTION: 

• The most suitable method for checking water leakage is to immerse the 
Case to the intended water depth. When this is difficult, water leakage also 
can be checked at a shallow depth with no water pressure. Do not feel that 
this is troublesome, but perform tnis test. 

• If a leak is detected in normal handling during testing, do not use the Case 
and contact Olympus. 
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3. Install the digital camera 


Check the digital camera. 

Check the digital camera before loading it in the Case. 

Battery Confirmation 

The flash is used very frequently during underwater shooting. 

Make sure that you have enough remaining battery power. 

Note: 

In order to avoid losing shutter chances due to an exhausted battery, you 
should always replace a battery with a fully charged battery before each dive. 

Confirmation of the Remaining Number of Pictures to be Taken 

Confirm that the image storage has a sufficient remaining number of 
pictures to be taken. 

Remove the hand strap from the digital camera. 

When a strap is attached to the digital camera, the hand strap must be 
removed. 

A CAUTION: 

• When a digital camera is loaded without removing the strap, the strap may 
get caught between the Case lids and may cause water leakage. 

• When removing the strap, handle the digital camera with sufficient care. 
OLYMPUS IMAGING CORP. shall not be responsible for damage caused 
by dropping the camera etc. 

Prepare the camera. 

Applicable Digital Cameras 

This product (PT-043) is designed exclusively for use with the p 1 030 SW/ 
Stylus 1030 SW digital camera. 

Turn on the digital camera. 

To save battery power, the camera automatically goes into sleep mode 
and the monitor turns off if there is no operation when the camera is turned 
on. No picture is taken even if the shutter lever is fully pressed in this 
mode. Operate the zoom buttons or other buttons to restore the camera 
from sleep mode before taking a picture. If the camera is left for 15 
minutes, it automatically turns off. Press POWER button to turn the 
camera on. 
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Check the camera’s operation. 

Check if the camera functions normally as described in its instruction 
manual. After checking, press the camera's POWER button to turn it OFF. 


Open the Case. 

Use the provided 0-ring remover as described below. 

① Insert the hook section below the buckle lock/unlock lever. 

® Slowly pull the O-ring remover. 

③ If the O-ring remover is not available, push the buckle lock/unlock lever 
from the left and right with your thumb and index finger, and pull up the 
lever gently. 




Load the digital camera. 


① Confirm that the digital camera is OFF. 
d) Gently insert the digital camera into the Case. 




A CAUTION: 

If the digital camera is not inserted properly, it may not be possible to seal 
the case so that it is airtight. Alternatively, some controls may become 
inoperable. Note that imperfect sealing may result in water leakage. 
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Insertion of silica gel 

Before sealing the Case, insert the 
silica gel bag provided for 
prevention of fogging between the 
bottom of the camera and the Case. 



A CAUTION: 

• Insert the silica gel all the way at the specified location and with the 
specified orientation. When the orientation is not correct, the silica gel bag 
will be caught when the Case is sealed and water leakage will occur. 

• If the Case is sealed without inserting the silica gel fully, the silica gel bag 
will be caught by the 0-ring and water leakage will occur. 

• Once silica gel has been used, the moisture absorption performance will 
be impaired. Always replace the silica gel when the Case is opened and 
closed. 


Make sure the camera is loaded properly. 

Check the following points before sealing the Case. 

•Is the digital camera loaded properly? 

•Is silica gel inserted all the way at the specified location? 

•Is the O-ring attached properly to the opening on the Case? 

•Is there any dirt or foreign matter on the O-ring or the O-ring contact 
surface on the front lid? 

•Is the waterproof function maintenance performed? 
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Seal the Case. 


Close the rear lid gently (so that the 
0-ring does not slip out of the 
groove), hook the buckle on the 
edge of the rear lid, and tilt the 
buckle lock/unlock lever in the 
direction of the arrow to seal the 
Case hermetically. 


A CAUTION: 

• Seal the Case by turning both buckle lock levers down in arrow direction. 
When one of the buckles is left open, the Case will not be sealed and water 
leakage will occur. 

• Close the rear lid of the Case so that the LCD hood and the lens cap strap 
don’t catch. If they catch, water leaks may result. 



Check the operation of the loaded camera. 

After sealing the Case, check that the camera functions normally. 

© Push the POWER button on the Case and confirm that the camera 
turns ON/OFF. 

⑤ Turn the mode dial on the Case and confirm that the camera mode 
switches properly. 

• Check if the correct mode is being switched from the し CD monitor. 
⑤ Press the shutter lever on the Case and confirm that the camera 

shutter releases. 

• Also operate other control buttons on the Case and confirm that the 
camera functions properly. 
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A CAUTION: 

If the camera does not function properly, reinstall the digital camera 
following the procedures of "Check the digital camera." (P.16) of this manual. 

Confirm the shooting scene and shooting mode. 


When using the Case, the current 
camera shooting scene and 
shooting mode can be confirmed on 
the camera’s LCD monitor. 



Mounting and removing the lens cap. 


Fit the lens cap onto the lens ring as 
shown in the figure. Be sure to 
remove the lens cap before 
shooting. 
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Installation and removal of the LCD hood. 


Installation 

Strongly push the mounting projections of the LCD hood as shown in the 
figure into the guides above and below the し CD monitor window. 

Removal 

Remove the mounting projections of the LCD hood from the guides above 
and below the LCD monitor window by widening the し CD hood. 


Guides 




Perform the final checks. 

Visual Inspection 

After sealing the Case, check the sealing part of front and rear lid visually 
to confirm that the O-ring is not twisted or out of the groove and that no 
foreign matter has been caught. Also check that the Case is not broken or 
cracked. 


A CAUTION: 

Hairs, fibers, and other narrow items are not very apparent, but they may 
cause entry of water. In addition, pay special attention to breaks and cracks 
on the Case. 
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Final Test (Water Leakage Test) 

The final test after loading the camera is explained below. This is the only way to 
eliminate worry about possible entry of water! Always perform this test. It can be 
performed easily in a water tank or a bathtub. The required time is about five minutes. 



Simple water 
immersion test 

Explanatory 

image 

Hints 

1 

Place the Case slowly 
into the water. 


m 


As the Case is transparent, waterdrops 
entering into it can be confirmed easily. 

2 

At first, immerse the 
Case for only three 
seconds. 

I 

I 

I 



In case of trouble with the 0-ring, three 
seconds are enough for water to enter. 
Are there air bubbles coming out 
between the lids? 

Please check carefully. 

3 

Check that no water 
has entered into the 
Case. 


Remove the Case from the water and 
check that no water has accumulated at 
the bottom of the Case. 

Is there any water trickling down? 

4 

Next, immerse the 

Case for 30 seconds. 

m 


Check carefully for air bubbles! 

Do not perform any operation yet, but 
just observe. 

5 

Check that no water 
has entered into the 
Case. 

I 

I 

m 


Remove the Case from the water and 
check that no water has accumulated at 
the bottom of the Case. 

Perform very careful confirmation. 

6 

Next, check by 
immersing for three 
minutes. 

I 

I 

m 


Check carefully for air bubbles! 

Try operation of the all buttons, levers 
and dials. Check carefully for air bubbles! 

If there is still no entry of water, 
everything is OK! 

7 

This is the final check. 
Has the silica gel 
become moist? 

I 

I 

I 

膠 


This is very important! 

Has the silica gel become moist? 

Please check carefully! As the inside can 
be seen, the inspection for entry of water 
also can be made easily! 

8 

Now everything is all 
right. 

感 

Now everything is all right! 

HAVE A NICE DIVE! 


’ The PT-043 is not provided with a balance weight. 
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4. Taking Pictures Under Water 


How to use the hand strap 

Pass your hand through the hand strap provided and adjust the length 
with the stop button. 




Taking pictures. 

Confirm the picture on the LCD monitor. 

This Case uses the し CD monitor to confirm the picture. 

Press the shutter lever gently. 

Hold the Case securely with both hands and press the shutter lever gently 
to prevent camera shake. 

Cautions when using the flash 

When taking macro pictures on the wide-angle side, the flash light may be 
missing in some parts or the light volume may not be uniform. 

During underwater shooting, shooting conditions (water clarity, 
suspended matter, etc.) can have a significant effect on the range of the 
flash. 

Always check your pictures on the LCD monitor after shooting. 
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5. Underwater Shooting According to the Scene Type 



The camera incorporates the following shooting scene modes. Select the 
one best suited to the underwater scene you are shooting. 

Underwater shooting modes 


^lUnderwater Wide-Angle 1 

Suitable for shooting a scene that extends 
across a wide range such as a school of fish 
swimming through the water. Background 
blues are vividly reproduced. 

玄 2 Underwater Wide-Angle 2 

Suitable for shooting a large, fast moving 
subject such as a dolphin or manta ray. 

In many dolphin-watchinq locations, use of a 
flash is not permitted to avoid frightening the 
dolphins. Although this mode was originally 
designed to work without the flash, it can also 
be enabled if required, for example when 
shooting a manta ray. 

か Underwater Macro 

Suitable for close-up shooting of small fish 
and other underwater creatures. Natural 
colors of the underwater are accurately 
reproduced. Red tones can be enhanced by 
using the flash. 


(Examples) 




A CAUTION: 

When the Underwater Wide-Angle 1or Underwater Macro scene mode is 
selected, you can easily lock the focus position (AF lock operation) by 
pressing the down arrow pad {AFL button) on the rear of the protector. 
When the focus is locked, the AF lock indicator (AFL) appears on the top 
right of the し CD monitor screen of the camera. 
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How to select the shooting scene 


Set the mode dial {©) on the Case 
to set the camera's shooting mode 
to SCN, and press the up/down 
arrow pad ((D) to select Underwater 
Wide-Angle 1,Underwater Wide- 
angle 2 or Underwater Macro. Then 
press the OK button (③） to enter the 
selection. 

To switch to a different underwater 
shooting mode, press the MENU 
button on the Case, press the down 
arrow pad, select SCN on the LCD 
monitor, and press the OK button. 
Then press the arrow pad to select 
the desired underwater shooting 
mode from the LCD monitor display, 
and press the OK button to enter the 
selection. 



Locking AF during underwater shooting 


When Underwater Wide-Angle 1or 
Underwater Macro is selected, the 
down arrow pad on the case 
functions as the AFL button. 

Pressing the button once activates 
the AF lock mode. With focus 
locked, you csn concentrate on 
operating the shutter whenever a 
perfect picture opportunity arises. 

Note: 

• To cancel the AF lock status, press the down arrow pad (AFL button) again. 

• You can select the underwater movie mode for |j 1030 SW/Stylus 1030 SW. 
Set the mode dial on the Case to set the camera’s shooting mode to 巧 . 
Press the MENU button and press the up/down arrow pad to select MOVIE, 
then press the OK button. Press the up/down arrow pad to select 
UNDERWATER MOVIE, then press the OK button. 



Functions as the 
AF LOCK button 
in the 

Underwater 
Wide-Angle 1 
and Underwater 
Macro modes. 
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6. Handling After Shooting 

Wipe off any waterdrop. 


After completing the shooting and 
returning to land, wipe off any 
waterdrop sticking to the Case. Use 
air or a soft cloth not leaving any 
fibers to thoroughly wipe any 
waterdrop etc. from the joint 
between the front and rear lid, the 
shutter lever, the palm grips, and the 
open/close dial. 


A CAUTION: 

• When waterdrops remain between the front and the rear lid, they may spill 
to the inside when the Case is opened. Take special care to wipe off all 
waterdrops. 

• When opening the Case, take sufficient care that no water will drip from 
your hair or body onto the Case and the camera. 

• Before opening the Case, make sure that your hands or gloves are free of 
sand, fibers, etc. 

• Do not open or close the Case at locations where there is water spray or 
sand. When this cannot be avoided because you have to exchange the 
battery or the image storage, place a sheet in a shelter where there is no 
water spray or sand. 

• Take care not to touch the digital camera or the battery with hands wet with 
sea water. 


Note: 

Moisten a towel etc. in advance with pure water and keep it in a plastic bag, 
so that you can wipe the salt from your hands and fingers before handling 
the camera. 
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Take out the digital camera. 



A CAUTION: 

• Always place the opened Case with the 0-ring side facing up. If the Case 
is placed with the 0-ring side facing down, dirt or other foreign matter may 
get on the 0-ring or the 0-ring contact surface and may cause water 
leakage during the next dive. 

• For details on storage of pictures and other details, refer to the digital 
camera's operation manual. 
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Wash the Case with pure water. 

After use, seal the Case again after taking out the camera and wash it 
sufficiently in pure water as soon as possible. After using in sea water, it 
is important to immerse it for a fixed time in pure water to remove any salt. 



A CAUTION: 

• Water leakage may occur when a high water pressure is partially applied. 
Before washing the Case with water, take out the digital camera from it. 

• Operate the shutter lever and various buttons of this product in pure water 
to remove salt adhering to the shaft. Do not disassemble for cleaning. 

• Drying the Case with salt adhered may impair the function. Always wash 
off any salt after use. 


Dry the Case. 

After washing with pure water, use a clean cloth to wipe off any 
waterdrops. Be sure to use a cloth free of salt residue that doesn’t leave 
any loose fibers. Dry the Case completely at a well ventilated location in 
the shade. 


A CAUTION: 

• Do not use hot air from a hair dryer or the like for drying and do not expose 
the Case to direct sunlight, ss this may accelerate deterioration and 
deformation of the Case and deterioration of the 0-ring, leading to leakage 
of water. 

• When wiping the Case, take care not to cause scratches. 
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7. Maintaining the Waterproof Function 


Whenever you open the rear lid of the Case, always be sure to perform 
the 0-ring maintenance operation as described below. 

Remove the O-ring. 

Open the Case and remove the O-ring from the Case. 



Removal of the O-ring 

① Insert the O-ring remover between the O-ring and the O-ring groove. 
® Slip the tip of the inserted O-ring remover below the O-ring. 

(Be careful not to scratch the O-ring groove with the tip of the O-ring 
remover.) 

⑤ Hold the O-ring with your fingertips after it has come out of the groove 
and remove it from the Case. 
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Remove any sand, dirt, etc. 

After visually checking that dirt has been removed from the 0-ring, checks 
for sand and other foreign matter adhered, damage and cracks can be 
done by squeezing the entire circumference of the O-ring lightly with your 
fingertips. 



Remove any foreign matter adhered to the O-ring groove using a lint-free 
clean cloth or cotton swab. Also remove any sand or dirt adhered to the 
O-ring contact surface on the front lid of the case. 



A CAUTION: 

• Maintenance of the waterproof functions is required even before using this 
product underwater for the first time. 

• When a mechanical pencil or a similar sharp object is used to remove the 
O-ring or to clean the inside of the O-ring groove, the Case and the O-ring 
may be damaged and water leakage may occur. 

• When the O-ring is checked with the fingertips, take care not to stretch the 
O-ring. 

• Never use alcohol, thinner, benzene or similar solvents or chemical 
detergents to clean the O-ring. When such chemicals are used, the O-ring 
may be damaged or its deterioration will be accelerated. 
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Install the O-ring. 


Confirm that no foreign matter is adhered, apply a thin coat of the grease 
provided to the O-ring, and fit the O-ring into the groove. At this point, 
confirm that the O-ring does not stick out from the groove. 


How to Apply Grease to the O-ring 



1 

Apply the exclusive 
lubricant to each 

O-ring. 




Make sure that your fingers and the 

O-ring are free of dirt, and squeeze about 

5 mm of lubricant onto a finger. (5 mm is 
the most appropriate amount.) 

2 

Spread the lubricant 
all over the O-ring. 


m 


Apply the lubricant with three fingers and 
spread it over the ring. Be careful not to 
use force as this may stretch the O-ring. 

3 

Check that the O-ring 
is free of scratches or 

unevenness. 

で 


After spreading the lubricant, check 
visually and by touch that the O-ring is 
not scratched and that its surface is flat. 

If it is damaged in any way, be sure to 
replace it with a brand-new O-ring. 

4 

Apply lubricant on the 
O-ring contact 
surface. 


機 


Use the lubricant remaining on the 
fingers to clean and lubricate the case's 
contact surface. 


A CAUTION: 

• Always perform maintenance of the waterproof function even when the 
Case has been opened to exchange the battery or the image storage 
during shooting. Neglecting this maintenance may cause water leakage. 

• When the Case is not to be used for a long time, remove the O-ring from 
the groove to prevent deformation of the O-ring, apply a thin coat of silicone 
grease, and store it in a clean plastic bag or the like. 

• Drying the Case with salt adhered may impair the function. Always wash 
off any salt after use. 
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Replace consumable parts. 


The O-ring is a consumable part. Regardless of the number of times the 
Case is used, it is recommended that the O-ring be replaced with a new 
one at least once a year. 

Deterioration of the O-ring is accelerated by the use conditions and the 
storage conditions. Replace the O-ring even before a year has passed 
if it shows signs of damage, crack or loss of elasticity. 

Note: 

Please use genuine Olympus silicone grease, silica gel and O-ring. These 
consumable parts can also be purchased at an Olympus service station. 


32 



8. Appendix 


Q & A on the use of the PT-043 

Q1: What digital camera models can be used with this product? 

A1: This product (PT-043) is designed exclusively for use with the 

|j 1030 SW/Stylus 1030 SW digital camera. 



Q2: What cautions must be observed when loading the digital 

camera into the Case? 

A2: Pay special attention to the following items when loading the 

camera into the Case. 

® Make sure that the digital camera has enough battery power 
left. Battery power is used up very quickly underwater due to 
frequent flash use. 

② Check the remaining number of pictures on the image storage. 
Please use a card with a sufricient remaining number in order 
to reduce the number of times the Case has to be opened and 
closed. 

⑤ Remove the strap from the digital camera. When the camera is 
loaded without removing the strap, the strap may get caught 
when the Case is sealed and this will cause water leakage. 

④ Turn off the camera. 

⑥ Before sealing the Case, confirm that the 0-ring has been 
installed properly in the groove on the rear lid of the Case. 

⑥ Confirm that the 0-ring and the O-ring contact surface on the 
front lid are free of dirt, hairs and other foreign matter. 

⑦ Insert the silica gel for defogging. Please use silica gel for the 
Olympus Case. 


Q3: What cautions must be observed when using and storing the 
Case? 

A3: Pay special attention to the following items. 

① When the O-ring contact surface is pressed strongly from the 
outside of the Case, or when the Case is twisted, the waterproof 
function may be impaired and water leakage may occur. 
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② When the Case is used, left or stored at the following locations, 
defective operation or trouble may occur. This should be 
avoided. 

• Places where the Case can reach high temperature under 
direct sunlight or in a car, places with extremely low 
temperature and places with extreme temperature variations 

• し ocstions with open fire 

• Locations with volatile substances 

• Locstions subject to vibrations 

⑤ In case of the following handling with a camera loaded into the 
Case, the Case and/or the loaded camera may malfunction or 
may be damaged. This should be avoided. 

• Hitting other objects 

• Dropping 

• Placing heavy objects on top of the Case 

④ When the Case is not used for a long time, trouble may occur 
due to formation of mold. Before use, confirm the operation of 
all operation parts and perform the advance test and the final 
test. 


Q4: What cautions must be observed when opening and closing 

the Case? 

A4: Pay special attention to the following items. 

① Do not open and close the Case at locations where there is 
water spray or sand. 

② Wipe off all waterdrops from the gap between the front lid and 
the rear lid and around projections and recesses such as the 
buckles. Failure to do so may result in waterdrops in the Case 
when opening. 

⑤ When opening the Case, take care that no water will drip from 
your hair or body into the Case or onto the camera. 

④ When the Case is open, check that no sand, fibers or other 
foreign matter is adhered to the 0-ring and the O-ring contact 
surface on the front lid. 

⑥ Do not touch the camera or the image storage with your hands 
wet with sea water. 

⑥ If you detect waterdrops or other signs of water leakage while 
shooting, immediately end the dive, perform the water leakage 
test again, and confirm that there is no leakage. If the camera 
is wet, wipe off any moisture and check the operation. 
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Q5: How should the Case be handled after use? 

A5: After use, take out the camera as soon as possible and wash the 

Case with pure water. In case of use in the ocean, it is effective to 
immerse the Case for a certain time in pure water to remove any 
salt. Operate the buttons and levers under water to turn the shafts 
and wash off any salt. After washing, use a dry cloth without any 
salt on it to wipe off any moisture and dry the Case in the shade. 
Do not use hot air from a hair dryer or the like and do not dry the 
Case under direct sunlight. Exposure to high temperature or direct 
sunlight may cause deformation, discoloration or breakage of the 
Case and deterioration of the O-ring. Wipe the inside of the Case 
with a soft cloth not causing any fibers. Remove the O-ring, wipe 
off any salt, sand, dust, etc., and also clean the O-ring groove and 
the O-ring contact surface in the same way and then dry them. 
When an object with a sharp tip is used to remove the O-ring from 
the groove, the O-ring may be damaged and water leakage may 
occur. Always use the O-ring remover provided. 

Q6: How should I take pictures underwater? 

A6: Please observe the following items for shooting under water. 

① Fix the protector with the hand strap provided to your wrist. 

② When you place a finger onto the lens window, the finger will 
appear in the photo. Pay attention to the position of your fingers 
when holding the Case. 

⑤ Hold the Case securely with both hands and press the shutter 
lever gently to prevent camera shake. 

④ Check the image you want to shoot by viewing the digital 
camera’s LCD monitor through the Case’s LCD monitor 
window, and start shooting. In order to avoid losing shutter 
chances due to an exhausted battery, you should always 
replace a battery with a fully charged battery before each dive. 


Q7: 

A7: 


How can I check for water leakage? 

For confirmation, perform the advance test and the final test after 
loading the camera. The advance test with immersing the Case 
without the camera to the intended use depth to check for water 
leakage is the most accurate test, but when this is difficult, it is safer 
to perform this test even at a depth of 1 m or in a bathtub. The final 
test also can be performed in a bathtub or a bucket. 


Q8: What are the causes for entry of water? 

A8: The main causes for the entry of water are shown below. Please 

check with special care. 

① The O-ring has not been installed. 

② The O-ring is partly or completely outside the groove. 

⑤ Damage, deterioration or deformation of the O-ring 

④ Sand, fibers, hair or other foreign matter on the O-ring 

⑥ Sand, fibers, hair or other foreign matter on the O-ring groove 
or the O-rinq contact surface 

⑥ Catcning of the strap, the bag of silica gel, etc. when sealing the 
Case 

® Throwing the Case from a boat into the water, jumping with the 
Case into the water, or other sudden application of strong 
forces onto the Case. When entering the water, hand the Case 
over gently or avoid impacts in other ways. 


Q9: What are the important points for O-ring maintenance? 

A9: Pay special attention to the following items. 

① Never use alcohol, thinner, benzene or similar organic solvents 
or chemical detergents to clean the O-ring. When such 
chemicals are used, the O-ring may be damaged or its 
deterioration will be accelerated. 

⑤ Use the genuine Olympus silicone grease (white cap). The 
grease (red cap) used for previous Cases up till PT-008 and the 
grease from other companies are not suitable for this silicone 
O-ring. The use of such grease may cause deterioration of the 
surface and impairment of the waterproof function. 
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⑤ In order to avoid deformation of the 0-ring when the Case is not 
used tor a long time, remove the O-ring from the Case, apply a 
thin coat of the special grease, and store the O-ring in a clean 
plastic bag. For reuse, confirm that the O-ring is free of damage 
and cracks, that it has sufficient elasticity, that the surface is 
free of stickiness and other abnormalities, and use it after 
applying a thin coat of the special grease. Excessive application 
of grease does not improve the waterproof function or the 
permissible withstand pressure. It will cause sand and dust to 
adhere more easily. A thin, uniform coat produces the best 
result. 

④ The O-ring is a consumable part. Replace it at least once a 
year. 

⑥ Deterioration of the O-ring is accelerated by the use conditions 
and the storage conditions. Replace the O-ring immediately with 
a new one if it shows signs of damage, crack or loss of elasticity. 



Q10: What are the important points for Case maintenance? 

A10: Pay special attention to the following items. 

① Never use the following chemicals for cleaning, corrosion 
protection, defogging, repair or other purposes. 

• Never use alcohol, thinner, benzene or similar volatile 
organic solvents or chemical detergents to clean the Case. 
Pure water or lukewarm water is sufficient for cleaning. 

• Do not use anticorrosion agents on the metal parts. The 
metal parts are made of aluminum, brass or stainless steel. 
Cleaning with pure water is sufficient. 

• Do not use commercial defogging agents. Always use the 
genuine Olympus defogginq silica gel. 

• Do not use adhesive for repairs or other purposes. When 
repair is required, please contact a service station of our 
company or your dealer. 


Q11:Please tell me about repairs. 

A11:When repair is required, please contact a service station of our 

company or your dealer. Do not try to repair, disassemble or modify 
the Case yourself. Repair, disassembly or modification by you or 
third parties not authorized by Olympus invalidates the guarantee. 
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Q12: What are the model names of the accessories for the PT-043? 

A12: The following accessories are being sold. 

① O-ring for the PT-043 body (POL-042): This is a silicone rubber 
0-ring packing to be installed in the PT-043 body to make it 
waterproof. 0-rings for other Case models cannot be used. 

⑤ Silicone grease (PSOLG-1/2/3): This is a grease for silicone 0- 
ring maintenance. 

⑤ Silica gel (SILCA-5S): This is a desiccant used to prevent 
fogging of the glass parts of the Case. The quantity is five bags. 

® LCD hood (PFUD-07): This hood is installed on the LCD 
monitor window of the Case to facilitate the viewing of the し CD 
monitor of the camera. 

* Please contact your dealer or a service station of our 
company when replacement is required. Replacement will 
be made against payment. 

* The PT-043 is not provided with a balance weight. 

Specifications 


Compatible models 

Olympus digital camera 

M 1030 SW/Stylus 1030 SW 

Pressure resistance 

Depth of up to 40 m 

Main materials 

Body: Transparent polycarbonate 

Buckles: Stainless steel 

Grip/Shutter lever/Operation buttons: 
Polycarbonate 

Lens window: F し glass 

Operation button shafts: Stainless steel 

Diameter of lens ring 

052 mm 

Dimensions 

Width 134 mm X height 106 mm x thickness 
70.5 mm (projections not included) 

Weight 

355 g (camera and accessories not included) 


We reserve the right to change the external appearance and the 
specifications without notice. 
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■ Nous vous remercions d’avoir ache お le caisson etanche PT-043. 

■ Veuillez lire attentivementce mode d’emploi et utiliser correctement 
et de fagon sure le produit. Veuillez conserver ce manuel pour 
pouvoir vous y referer ulteneurement. 

■ Un mauvais usage peut endommager I'appareil de photo a 
rinterieur du caisson, suite a une fuite d’eau: la reparation peut 
s'averer impossible. 

■ Avant utilisation, effectuez un test preliminaire comme decrit dans 
ce manuel. 


Limitation de garantie 

•Toute copie partielle ou total© non autorisee de ce mode d’emploi, sauf 
pour des besoins prives, est interdite. La reproduction non autorisee est 
strictement interdite. 

• OLYMPUS IMAGING CORP. ne peut etre tenu responsable de quelque 
fagon que ce soitde pertes de profits ou de reclamations de tiers en cas 
de dommages dus a rutilisation incorrecte du produit. 

• OLYMPUS IMAGING CORP. ne peut etre tenu responsable des 
dommages, des pertes de profits, etc. decoulantde la perte de donnees 
image en raison de defauts, de demontage, de reparation ou de 
modification de ce produit par des personnes, autres que les tiers 
autorises par OLYMPUS IMAGING CORP., et pour d'autres raisons. 

Veuillez lire cette section avant d’utiliser le produit 

Ce produit est un instrument de precision congu pour I’utilisation a une 

profondeur d’eau de 40 m. Veuillez le manipuler avec suffisamment de 

soin. 

♦Afin de garantir rutilisation correct© et sure du caisson, veuillez lire 
toutes les instructions relatives a la manipulation et a la verification du 
systeme, ainsi qu'a son entretien et son rangement. 

• OLYMPUS IMAGING CORP. ne peut etre tenu responsable des 
dommages causes a I’appareil par la presence d'eau dans le caisson. 
De plus, les depenses inherentes aux dommages causes sur les 
composantes internes ou a la perte du contenu enregistre a cause d’une 
infiltration d’eau dans I’appareil photo ne seront pas remboursees. 

•OLYMPUS IMAGING CORP. ne paiera aucune compensation en cas 
d’accidents (corporels ou matenels) survenant au cours de I’utilisation 
de ce produit. 
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Pour une utilisation sure 


Ce mode d’emploi utilise divers pictogrammes pour une utilisation 
correct© du produit et pour prevenir I'utilisateur et d’autres personnes de 
danger aussi bien que de dommages. Ces pictogrammes et leurs 
significations sont indiques ci-dessous. 


A AVERTISSEMENT 

Indique une situation pouvant entramer la 
mort ou des blessures graves en ignorant 
cette indication. 

A ATTENTION 

Indique une situation pouvant entramer des 
blessures de personnes ou des dommages 
materiels en ignorant cette indication. 



A AVERT 旧 SEMENT 

① Carder ce produit hors de la portee des bebes et des enfants. し es types 
d’accidents suivants pourraient se proauire. 

• Blessures en Ta 旧 ant tomber sur le corps d'une certain© hauteur. 

• Blessures de membres du corps pris dans des pieces en ouvrant et 
fermant. 

• Risque d’avaler des petites pieces. Consultez immediatement un 
medecin si un enfant a aval ち des pieces. 

• Le declenchement du flash devant les yeux risque de causer un 
trouble permanent de la vue, etc. 

⑤ Ne pas ranger avec une batterie dans I’appareil photo numerique 
laisse dans ce produit. Le rangement avec une batterie en place 
pourrait entrafner une fuite du liquide de la batterie et un incendie. 

⑤ Si une fuite d'eau se produit avec un appareil photo installe dans ce 
produit, retirer rapidement la batterie de I’appareil. II y a un risque 
d'allumage et d’explosion en qenerant de I'hydrogene. 

④ Ce produit est fabrique a partirde resine. II y a un risque de se blesser 
s’il se casse a cause d’un impact violent avec un rocher ou d’autres 
objets durs. Veuillez le manipuler avec suffisamment de soin. 

® Le gel de silice et la graisse silicone pour les joints de ce produit ne 
sont pas comestibles. 
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A ATTENTION 



® Ne pas demonter ni modifier ce produit. Ce qui pourrait causer une 
fuite d’eau ou d'autres problemes. En cas de demontage ou 
modification par des personnes autres que celles agreees par 
OLYMPUS IMAGING CORP., la garantie ne s'appliquera pas. 

⑤ Ne pas placer ce produit dans des endroits avec des temperatures 
anormalement hautes ou basses ou dans des endroits avec des 
variations de temperatures extr を mes. し e produit risque de se 
detenorer. 

③ L'ouverture et la fermeture dans des endroits avec beaucoup de sable, 
de poussiere ou de salete risque de nuire a I'etancneite et causer une 
fuite d'eau. Cela doit etre evite. 

(4) Ce produit a ete congu pour rutilisation a une profondeur d’eau de 
40 m. Veuillez prendre note que plonger a une profondeur depassant 
40 m risque de causer une deformation permanent© ou endommager 
le caisson et I’appareil photo qui s’y trouve a I'inteneur ou risque 
d'entrafner une fuite d’eau. 

® Ne pas soumettre le caisson a des traitements brutaux, tels que sauter 
a I’eau le caisson a la main ou dans une poche exteneure ou jeter le 
caisson dans I’eau, cela pourrait provoquer des fuites d’eau. Toujours 
manipuler le caisson avec soin. 

® Si I'appareil contenu dans le caisson devait etre mouille en raison 
d’une fuite d’eau, etc., essuyez immediatement toute trace d'humidite 
et verifiez le bon fonctionnement de I’appareil. 

⑦ Veuillez retirer le joint avant de prendre I’avion, car la difference de 
pression atmospherique pourrait rendre l’ouverture du caisson 
impossible. 

⑥ Afin de garantir la manipulation et le fonctionnement sans souci et en 
toute securite de I'appareil numenque avec ce produit, veuillez lire le 
mode d’emploi de I'appareil attentivement. 

® Lors du scellage du produit, s’assurer qu'il ne reste aucun corps 
etranger, tel que sable, salete ou cheveux, sur le joint ou les surfaces 
de contact. 


Batteries 

• Utiliser exclusivement une batterie lithium-ion Olympus (LI-50B). 

• Faire attention a ce que les bornes de la batterie ne deviennent pas 
mouillees. Ce qui pourrait causer des problemes ou des accidents. 

參 Lire attentivement le mode d’emploi de I'appareil photo numerique pour 
les autres precautions a propos de la batterie. 
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Reglage du mode de scene de prise de vue sous-marine 

•Les appareils photo p 1030 SW/Stylus 1030 SW disposent de plusieurs 
modes de scene de prise de vue pour faciliter la prise de vue sous- 
marine, y compris les modes grand angle et gros plan. II faut tout 
simplement selectionner le mode qui convient le plus a la scene actuelle. 
Pour des details, voir ‘‘5. Prise de vue sous-marine selon le type de 
scene*' (P.24) de ce manuel. 

•Consulter le mode d’emploi de I’appareil photo pour de plus amples 
renseignements sur le reglage de mode. 

Pour eviter des accidents de fuite cTeau 

Si une fuite d’eau se produit pendant I’utilisation de ce produit, la 

reparation de I’appareil photo log ろ dans ce produit peut devenir 

impossible. Veuillez observer les precautions suivantes pour I’utilisation. 

① Avant de remettre ce produit dans son emballage, s’assurer qu’il n’y a 
pas de cheveux, de fibres, de grains de sable ou d’autres matieres 
etrangeres colles non seulement sur le joint, mais aussi a la surface 
de contact (couverture). Meme un seui cheveu ou un seui grain de 
sable peut causer une fuite d’eau. Veuillez verifier I’appareil avec le 
plus grand soin. 


Exemples de matieres etrangeres qui se collent au joint 



Cheveu Fibres Grains de sable 


⑤ Le joint est une piece consommable. Veuillez le remplacer au moins 
une Tois par an. Avant chaque utilisation, effectuer I’entretien regulier. 

@ し a deterioration du joint evoluera en fonction des conditions 

d’utilisation et de stockage. Remplacer immediatement le joint s’il est 
endommage, s’il presente des fissures ou s’il a perdu de son elasticite. 

④し ors de I’entretien du joint, nettoyer rinterieur de la gorge du joint et 
s'assurer de 1 ， 3 bsence de salete, de poussiere, de sable ou d'autres 
matieres etrangeres. 

(D Appliquer la graisse silicone speciriee sur le joint. 
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® し ' 6tancheit6 n'est pas efficace si le joint n'est pas installe correctement. 
En installant le joint, fa ire attention qu’il ne sorte pas de la gorge et qu’il 
ne soit pas deforme. De plus, en scellant le caisson, fermer le couvercle 
apres confirmation que le joint n’est pas sorti de la gorge. 

® Ce produit est une construction hermetique fabriquee en plastique 
(polycarbonate). Quand il est laisse longtemps dans une voiture, sur 
un bateau, a la plage ou a d’autres endroits atteignant une 
temperature elevee, ou s'il est sujet a une force exteneure irreguliere 
pendant longtemps, il risque de se deformer et la fonction etancheite 
risque d'etre perdue. Faire suffisamment attention au control© de la 
temperature. De plus ne pas placer d’objets lourds sur le produit 
pendant le stockage ou le transport, et eviter un stockage insense. 

⑥ Lorsque la surface de contact du joint est pressee fortement de I’exteneur 
du caisson, ou lorsque le caisson est deforme, la fonction etancheite risque 
d'etre perdue. Faire attention de ne pas exercer une force excessive. 

® Veuillez vous assurer d’effectuer le test preliminaire et le controle final 
chaque fois avant d’utiliser le caisson. 

⑩ Si vous apercevez des gouttes d’eau ou d'autres signes de fuites 
d’eau en prenant des vues, arreter immediatement la plongee, retirer 
toute eau de rappareil photo et du produit, controler conformementau 
"Control© final", et confirmer si une fuite s’est produite ou non. 

Manipulation du produit 

參し， utilisation ou le stockage du produit dans les endroits suivants risque 
de causer des mauvais fonctionnements, des pannes, des problemes, 
des dommages, un incendie, de la buee interne, ou une fuite d’eau. Cela 
doit etre evite. 

• Des lieux a temperature elevee, tels le plein soleil, dans un vehicule 
ferme, etc., et/ou ou il exist© de grandes differences de temperature. 

• Des endroits a proximite de feux ouverts 

• Des profondeurs sous-marines au-dela de 40 metres 

• Des endroits soumis a des vibrations 

• Des endroits trop chauds et humides ou des endroits avec des 
variations de temperatures extremes 

• Des endroits ou des produits chimiques volatiles sont ranges ou utilises 

•Ce produit est fabrique en resine de polycarbonate avec une excellent© 

resistance aux chocs, mais il est possible de I’endommager s’il est 
raclee centre des rochers, etc. II peut egalement se casser quand il 
frappe des objets durs ou s’il est je お . 

•Ce produit n’est pas un caisson pouramortir les chocs a I’appareil photo 
a rinterieur. し orsque ce produit avec un appareil photo numerique a 
rinterieur est sujet a des impacts ou que des objets lourds sont places 
dessus, rappareil photo numerique risque de devenir endommage. 
Veuillez le manipuler avec suffisamment de soin. 


•Si le produit n’est pas utilise pendant une longue duree, la performance 
d'etancheite risque de diminuera cause de la degradation du joint, etc. Avant 
utilisation, toujours effectuer le test preliminaire et la verification finale. 

•Ne pas appliquer de force excessive sur la monture de trepied ou d’accessoire. 

♦ し orsqu’un flash est utilise en utilisant le caisson, des ombres risquent 
d’apparaTtre sur les bords de la vue. C’est particuiierement perceptible 
en prenant des vues en mode gros plan sur le cote grand angle. Veuillez 
utiliser un flash apres confirmation d’image. 

•Ne pas utiliser les produits chimiques suivants pour le nettoyage, pour 
une protection anticorrosion, pour eviter la formation de buee, pour des 
reparations ou d'autres raisons. Utilises pour le caisson directement ou 
de fagon indirect© (avec les produits chimiques vaporises), ils risquent 
de causer des fissures sous haute pression ou d’autres problemes. 


Produits chimiques qui ne 
peuvent pas etre utilises 

Explication 

Diluants organiques 
volatils, 

detergents cnimiques 

Ne pas nettoyer le caisson avec de I’alcool, de 
I’essence, un dissolvant ou d’autres diluants 
organiques volatils, ni avec des detergents 
chimiques, etc. De I'eau pure ou de I'eau tiede suffit. 

Agent anticorrosion 

Ne pas utiliser d’agents anticorrosion. Les parties 
metalliques sont en acier inoxydable ou en bronze. 

II suffit de les laver avec de I'eau pure. 

Agents antibuee du 
commerce 

Ne pas utiliser d’agents antibuee du commerce. 
Toujours utiliser le gel de silice deshydratant specifie. 

Graisse autre que la 
graisse silicone speciriee 

N’utiliser que la graisse silicone speciriee pour le 
joint silicone, sinon la surface du joint risque de se 
deteriorer et une fuite d’eau pourrait se produire. 

Colie 

Ne pas utiliser de colie pour des reparations ou 
d’autres raisons. Si une reparation est necessaire, 
veuillez contacter un revendeur ou un centre de 
service de notre compagnie. 


•Ne pas effectuer d'operations autres que celles specifiees dans ce 
mode d’emploi, ne pas retirer ni modifier des pieces autres que celles 
specifiees. 

Tout probleme en prenant ni utiliser des vues ou avec le materiel 
cons ち cut げ aux actions precedentes sera en dehors de la garantie. 

•OLYMPUS IMAGING CORP. ne saura etre tenu responsable des 
dommages causes a 1 ， 3 ppareil par la presence d'eau dans le caisson. 

♦OLYMPUS IMAGING CORP. ne paiera aucune compensation en cas 
d’accidents (corporels ou ma お riels) survenant au cours de I’utilisation 
de ce produit. 
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1.Preparatifs 


Controle du contenu de I’emballage. 


Verifier que tous les accessoires sont bien dans la boTte. 

Communiquer avec le revendeur si des accessoires manquent ou sont 
endommages. 
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Nomenclature des pieces 



§ Poignee 

Diffuseur de flash 
Commande de 
declencheur 
* 愛 Touche POWER 
參 Monture d'accessoire 
愛 Couvercle avant 
を Crochet de fermeture 
承 Levier de fermeture/ 
ouverture 

③ Courroie du bouchon 
d’objectif 

藝 Bouchon d'objectif 
® Fenetre d’objectif 
® Bague d'objectif 
愛 Dragonne 
が CEillet de dragonne 


@ Rails de guidage de 
chargement 

® Cache interieur d'ecran 
ACL 
® Joint 

嫂白 crou de pied 
@ Cache d'arret de lumiere 
m Coiffe d'ecran ACL 
Touche 化 / Molette de 
defilement 
* 袋 Touche MENU 
*终 Touches de zoom 
*终 Bouton de molette mode 
Touche 因 / Molette de 
defilement 
Touche H 

* 愈 Touche ^Molette de 
defilement 

*(§) Touche OK/FUNC 


J Touche が 

Touche AFL (*1)/Molette 
de defilement 

(*1 )(Pendant la prise de vue 
en mode grand angle sous- 
marin 1ou gros plan sous- 
marin, la touche de 
defilement descendre 
fonctionne comme la touche 
AF LOCK.) 

齊 Touche Disp./e 
II Fenetre d'ecran ACL 
愛 Couvercle arriere 
@ Courroie de coiffe d'ecran 
ACL 

獲 Graisse silicone 

(tube a capuchon blanc) 
® Sel de silice 
憂 ) Outil de retrait de joint 


Remarque: 

Les pieces de fonctionnementdu caisson marquees par* correspondent aux 
pieces de fonctionnement de I'appareil photo numerique. Lorsque les pieces 
de fonctionnement du caisson sont activees, les fonctions correspondantes 
de I'appareil photo numerique seront commandees. Pour des details sur les 
fonctions, se referer au mode d’emploi pour I’appareil photo numerique. 
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Mise en place de la courroie. 

Installer la courroie sur le corps du caisson. 


Illustration de I’assemblage Assemblage termine 



Veuillez bien maitriser le fonctionnement de base du caisson avant de 
prendre des vues. 

Tenue du caisson 


Tenirfermement le caisson avec les deux mains en gardant les coudes 
pres du corps et tenir le caisson pour pouvoir confirmer la vue sur I'ecran 
AC し de I'appareil photo numerique a travers la fen を tre de I'ecran AC し du 
caisson. 

Bon exemple Mauvais exemple 



A ATTENTION: 

• Ne pas exercer une force excessive sur la fenetre de I’objectif ni sur la 
bague d’object げ . 

• Faire attention de ne pas mettre les doigts, etc. sur la fenetre d’object げ ni 
sur le diffuseur de flash. 
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Comment appuyer sur le levier 
du declencheur 

Appuyer doucement sur le 
declencheur pour que I’appareil ne 
bouge pas. 



Remarque: 

Pour de plus amples renseignements sur le fonctionnement du declencheur 
sur I’appareil photo, veuillez consulter au mode d’emploi de I’appareil photo 
numerique. 


Comment changer le mode de 
prise de vue 

Pour changer le mode de prise de 
vue de I’appareil numerique, tourner 
le bouton de molette Mode du 
caisson. 

Confirmer le mode de prise de vue 
sur I'ecran AC し . 


Comment utiliser les touches 
de zoom 

II est possible d'effectuer un zoom 
en commandant les touches de 
zoom de ce caisson, qui 
correspondent aux touches de 
zoom de I'appareil photo numerique 
charge dans le caisson. 


Bouton de molette mode 



Touches de zoom 
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utilisation de la touche POWER 

Appuyer surla touche POWER pour 
mettre I’appareil photo en march© 
ou I'arreter. 




A ATTENTION: 

Pour economiser I'energie de la batterie, I’appareil photo passe 
automatiquement en mode veille et I'ecran ACL s'eteint lorsque aucune 
operation n’est effectuee apres la mise en route de I’appareil. Lorsque ce 
mode est active, vous ne pouvez prendre aucune photo et ce, m さ me si vous 
appuyez completement sur le declencheur. Si vous souhaitez prendre une 
photo, utilisez les touches de zoom ou d’autres touches pour desactiver le 
mode de veille de I’appare り . Si I’appareil est inutilise pendant 15 minutes, il 
s'eteint automatiquement. Appuyez sur la touche POWER pour mettre 
I'appareil photo en marche. 

Pour de plus amples renseignements, consulter le mode d'empioi de 
I'appareil photo numerique. 
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2. Contr 台 le preliminaire du caisson 


Test preliminaire avant utilisation 


Ce caisson a ete le sujet d’un control© de qualite pousse pour les pieces 
pendant la fabrication et d’inspections approfondies des fonctions 
pendant rassemblage. De plus, un test de pression d’eau est effectue 
avec un testeur de pression pour tous les produits pour confirmer que la 
performance est conforme aux specifications. 

Toutefois, la fonction d'etancheite peut etre endommagee en fonction des 
conditions de transport et de stockage. 

Avant de plonger, toujours effectuer le test preliminaire suivant et le test 
final apres I’assemblaqe de I’appareil. 

Test preliminaire 

① Avant d’installer I’appareil photo numerique dans le caisson, plonqer 
le caisson vide a la profondeur d’eau prevue pour confirmer qu’il n'y a 
pas de fuites d'eau. 

(D Les principales causes de fuite d'eau sont les suivantes: 

• Le joint n’a pas ete install も 

• Une partie du joint ou la totalite du joint est a I'exterieur de la rainure 
speciTiee. 

• Dommages, fissures, deterioration ou deformation du joint 

• Sable, fibres, cheveux ou autre matieres etrangeres sur la rainure 
du joint ou sur la surface de contact du joint sur le couvercle avant 

• Rainure ou surface de contact du joint endommagees sur le 
couvercle avant 

• Levier de zoom coincer par la courroie, le sac de gel de silice, etc. 
au moment de sceller le caisson 

Effectuer le test une fois que toutes les causes susmentionnees aient 
ete eiiminees. 



A ATTENTION: 

• Ls methode la mieux appropriee pour le control© de fuite d'eau est de 
plonger le caisson a la profondeur d’eau prevue. Lorsque c’est difficile, les 
fuites d'eau peuvent egalement etre control ろ es en faible profondeur sans 
pression d’eau. Ne pensez pas que c’est ennuyeux, mais effectuez ce test. 

• Si une fuite d'eau est constat ろ e en manipulation normal© pendant le test 
preliminaire, ne pas utiliser le caisson et contacter Olympus. 
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3. Mise en place de I’appareil photo numerique 


Controle de I’appareil photo numerique. 

Controler I'appareil photo numerique avant de le charger dans le caisson. 

Contrdle de ba 村 erie 

La prise de vue sous-marine utilise tres souvent le flash. 

Verifier que I'energie restante de la batterie est suffisante. 

Remarque: 

Pour eviter de perdre des opportunites de prise de vue a cause d'une 
batterie epuisee, vous devriez toujours mettre une batterie completement 
rechargee avant chaque plongee. 

Confirmation du nombre de vues restant a prendre 

Verifier que le stockage de vue a un nombre suffisant de vues restant a 
prendre. 

Retirer la courroie de I’appareil photo numerique. 

Si une courroie est fix ろ e a I'appareil photo numerique, elle doit etre retiree. 

A ATTENTION: 

• Lorsqu'un appareil photo numerique est charge sans retirer la courroie, elle risque 
d'etre prise entre les couvercles du caisson et pourrait causer une fuite d’eau. 

• En retirant la courroie, manipuler I’appareil avec suffisamment de soin. 
Notre compagnie decline toute responsabilite pour des dommages 
occasionnes par la chute de I’appareil. 


Preparer I’appareil photo. 

Appareils photo numeriques applicables 

Ce produit (PT-043) est congu pour I’utilisation exclusive avec les 
appareils photo numeriques |j 1030 SW/Stylus 1030 SW. 

Mettre en marche I’appareil numerique. 

Pour economiser I'energie de la batterie, I’appareil photo passe 
automatiquement en mode veille et recran 公 CL s'eteint lorsque aucune 
operation n'est effectuee apres la mise en route de I’appareil. し orsque ce 
mode est active, vous ne pouvez prendre aucune photo et ce, m を me si 
vous appuyez completement sur le declencheur. Si vous souhaitez 
prendre une photo, utilisez les touches de zoom ou d'autres touches pour 
desactiver le mode de veille de I’appareil . Si I'appareil est inutilise 
pendant 15 minutes, il s'eteint automatiquement. Appuyez sur la touche 
POWER pour mettre I'appareil photo en marche. 
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Verifier le fonctionnement de I’appareil photo. 

Verifier si I'appareil photo fonctionne normalement tel que decrit dans son 
mode d’emploi. Apr も s verification, appuyer sur la touche POWER de 
I'appareil photo pour I'arreter. 

Ouvrir I 色 caisson. 


Utiliser I'outil de retrait de joint fourni comme decrit ci-dessous. 

① Inserer la partie crochet sous le levier de fermeture/ouverture. 

⑤ Tirer doucement I’outil de retrait de joint. 

⑤ Si I'outil de retrait de joint n’est pas disponible, pousser le levier de 
fermeture/ouverture de la gauche et de la droite avec votre pouce et 
votre index, et tirer le levier doucement vers le haut. 




Inserer I’appareil photo numerique. 


© Verifier que I’alimentation de I'appareil photo numerique est coupee. 
(D Inserez soigneusement I'appareil photo numerique dans le caisson. 
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Introduction du gel de silice 

Avant de sceller le caisson, inserer 
le sac de gel de silice accessoire 
(pour eviter la formation de buee) 
entre le fond de I’appareil et le 
caisson. 




A ATTENTION: 

• Inserer completement le gel de silice a I’endroit specifie et dans 
I’orientation specifiee. Si I'orientation n’est pas correcte, le sac de gel de 
silice sera pris lorsque le caisson est scelle et une infiltration d’eau se 
produira. 

• Si le caisson est scelle sans avoir insere completement le gel de silice, ce 
dernier sera pris par le joint et causer une fuite d’eau. 

• Une fois que le gel de silice a ete utilise, la performance d'absorption de 
I’humidit 合 sera diminuee. Toujours changer le gel de silice apres ouverture 
du csisson. 


Verifier apres insertion. 

Verifier les points suivants avant de sceller le caisson. 

• L’appareil photo numenque est-il installe correctement ? 

• Le gel de silice est-il insere completement a I’endroit specifie? 

• Le joint est-il monte correctement sur I’ouverture du caisson ? 

• Le joint et la surface de contact du joint sur le couvercle avant sont-ils 
exempts de corps etranqers y compris la salete ? 

• し ' entretien de la fonction d'etancheite est-il effectue? 
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Sceller le caisson. 


Fermer soigneusement le couvercle 
a mere (pour que le joint ne sorte 
pas de la gorge), engager la boucle 
sur le bord du couvercle arriere, et 
incliner le levier de fermeture/ 
ouverture dans le sens de la fleche 
pour sceller hermetiquement le 
caisson. 




AATTENTION: 

• Sceller le caisson en tournant les deux leviers de blocage de boucle vers 
le bas dans le sens desfleches. Si une des boucles est laissee ouverte, le 
caisson ne sera pas scelle et une fuite d'eau se produira. 

• Fermer le couvercle arr 悟 re du caisson pour que le cache d'ecran ACL et 
la courroie du bouchon d'objectif ne soient pas coinces. S'ils sont coinces, 
une fuite d'eau risque de se produire. 


Verifier le fonctionnement de I’appareil photo install を . 

Apres avoir scelle le caisson, verifier si I’appareil photo fonctionne 
normalement. 

① Appuyer sur la touche POWER du caisson et verifier que I’alimentation 
de I'appareil est commutee sur marche et arret. 

② Tourner la molette de mode du caisson et verifier que le mode de 
I’appareil photo est commute correctement. 

⑤ Appuyer sur la commande de declencheur du caisson et verifier que 
I'obturateur de I'appareil photo est d ろ clench ち . 

• Activer eqalement les autres touches de commandes sur le caisson 
et verifier que I'appareil fonctionne correctement comme voulu. 
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A ATTENTION: 

Si I’appareil photo ne fonctionne pas correctement, recommencer 
I'assemblage de I'appareil photo a partir de *'Contr6le de I’appareil photo 
numerique." (P.16) de ce manuel. 


Verifier le mode de prise de vue et de scene de prise de 

vu 色 . 


Pendant I’utilisation du caisson, les 
informations surle mode de prise de 
vue et de scene de prise de vue 
courant de I'appareil photo doivent 
etre venfiees avecle mode de scene 
de prise de vue/prise de vue affiche 
sur recran AC し de I’appareil photo. 



Mode de scene de prise de vue/ 
prise de vue 


Montage et retrait du bouchon d’object げ . 


Adapter le bouchon d’objectif sur la 
bague d'objectif comme montre 
dans la figure. Bien s'assurer de 
retirer le bouchon d'objectif avant la 
prise de vue. 
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Mise en place et retrait de la coiffe de I ，を cran ACL. 

Mise en place 

Pousser fortement les pattes de montage de la coiffe d'ecran ACL dans 
les guides au-dessus et en dessous de la fenetre de 1 ， 6 cran ACL comme 
montre dans la figure. 

Retrait 

Retirer les pattes de montage de la coiffe d'ecran ACL des guides au- 
dessus eten dessous de la fenetre de 1’ ろ cran AC し en elargissant la coiffe. 





Inspection visuelle 

Apr お avoirscelle le caisson, verifier visuellement les pieces defermeture 
des couvercles avant et arriere pour s’assurer que le joint n’est pas 
deforme ni sorti de la gorge et qu'il n'y a pas de matiere etrangere 
deposee sur le joint. Verifier egalement que le caisson n’est pas casse ou 
fissure. 


A ATTENTION: 

Des cheveux, des fibres et d'autres elements fins ne sont pas tres 
apparents, mais ils risquent de causer une entree d’eau. De plus, apporter 
une attention particular© aux cassures et fissures sur le caisson. 
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Test final (test de fuite d ， eau) 

Le test final apres chargement de I’appareil photo est explique ci-dessous. 
C'estlaseulefagon d'eliminer tout soucia proposd’une entree d’eau possible 
! Toujours effectuer ce test. II peut etre effectue facilement dans un reservoir 
d’eau ou une baignoire. La duree necessaire est de cinq minutes environ. 



Simple test 

d'immersion dans [’eau 

Image 

explicative 

Conseils 

1 

Entrer lentement le 
caisson dans I’eau. 



Comme le caisson est transparent, des 
gouttes d’eau y entrant peuvent etre vues 
facilement. 

2 

D’abord, n’immerger 
le caisson que 
pendant trois 
secondes. 

1 

I 

1 


En cas de probleme avec le joint, trois 
secondes sont suffisantes pour laisser entrer 
de I’eau. Y a-t-il des bulles d’air sortant entre 
les couvercles ? 

Veuillez controler soigneusement. 

3 

Verifier qu’il n'y a pas 
d'eau entree dans le 
caisson. 

1 

J 


Sortir le caisson de I’eau et verifier qu’il n’y a 
pas d'eau accumulee au fond du caisson. 

Y a-t-il de I’eau suintant ? 

4 

Puis, immerger le 
caisson pendant 30 
secondes. 

1 

1 

m 

Examiner attentivement les bulles d’air! 
N’effectuer aucune operation pour le moment, 
mais simplement observer. 

5 

Verifier qu’il n'y a pas 
d'eau entree dans le 
caisson. 

1 

1 


Sortir le caisson de I’eau et verifier qu’il n’y a 
pas d'eau accumulee au fond du caisson. 
Effectuer tres soigneusement la v ろ rifica 甘 on. 

6 

Puis, verifier en 
immersion pendant 
trois minutes. 

1 

i 

1 

m 

Examiner attentivement les bulles d’air! 
Essayer le fonctionnement des touches, des 
leviers et des molettes. Examiner 
attentivement les bulles d’air! 

S'il n’y a toujours pas d'entree d’eau, tout est 
correct! 

7 

C’est le controle final. 
Le gel de silice est-il 
devenu humide ? 

1 

1 

1 

m 

C’est tres important! 

Le gel de silice est-il devenu humide ? 

Veuillez controler soigneusement! Comme 
I'interieur peut etre vu, Unspection d'entree d'eau 
peut egalement etre effectuee de maniere facile! 

8 

Tout est alors 
correct. 

陸ミ 

Tout est alors correct! 

Bonne plongee ! 


’ Le contrepoids n’est pas fourni avec le PT-043. 
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4. Prise de vues sous I’eau 


Utilisation de la dragonne 

Passer la main dans la dragonne accessoire et ajuster la longueur avec 
la piece d'arret. 



Prise de vues. 

Confirmer la vue sur recran ACL. 

Ce caisson utilise I'ecran ACL pour confirmer la vue. 

Appuyer doucement sur le declencheur. 

Tenir le caisson fermement avec les deux mains et appuyer doucement 
sur le declencheur pour que I’appareil ne bouge pas. 

Precaution en utilisant le flash 

En prenant des vues en gros plan avec un reglage grand angle, le flash 
risque de produire qu'une illumination irreguliere et/ou insuffisante. 

En prise de vue sous-marine, les conditions de prise de vue (clarte de 
I’eau, mat 哈 res en suspension, etc.) peuvent affecter considerablement la 
portee du flash. 

Toujours controler les photos sur recran ACL apres la prise de vue. 
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5. Prise de vue sous-marine selon le type de scene 


L’appareil dispose des modes de scene de prise de vue suivants: 
Selectionnez celui qui correspond le mieux a la scene sous-marine que 
vous prenez. 

Types de scenes sous-marines 

む Grand angle sous-marin 1 

Optimum pour prendre la vue en grand 
angle, par exemple un banc de poissons 
dans I’eau. L’image reproduira tres 
distinctement le bleu de I’arnere-plan. 


玄 2 Grand angle sous-marin 2 

Ideal pour prendre un sujet de grande taille se 
deplagant rapidement, tel un dauphin ou une raie. 
Dans de nombreux points d’observation de 
dauphins, il y a une regie etablie de ne pas 
utiliser le flash pour eviter d'effrayer les 
dauphins, etc. M を me si ce mode est congu 
initialement pour se passer du flash, il peut 
aussi etre active si necessaire, par exemple 
pour prendre une raie en photo. 

か Gros plan sous-marin 

Optimum pour la prise de vue gros plan de 
petites creatures dans I’eau, telles que des 
poissons. L’image reproduira les couleurs 
naturelles sous-marines. Les couleurs naturelles 
du monde sous-marin sont reproduites de fagon 
precise. II est egalement possible de relever les 
nuances rouges en utilisant le flash. 


A ATTENTION: 

Lorsque le grand angle sous-marin 1ou la scene gros plan sous-marine est 
selectionne, une pression sur la touche de defilement descendre (touche 
AFL) sur I'arriere du caisson fait qu’il est possible de memoriser facilement 
la position de mise au point (memorisation AF). 

Lorsque la mise au point est memorisee, I’indicateur de memorisation AF 
(AFL) apparaTt dans le coin superieur droite de I'ecran ACL de I’appareil photo. 


(Exemples) 
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Comment selectionner le mode de scene de prise de vue 


Ajuster la molette Mode (①） du 
caisson pour regler I’appareil photo 
sur le mode SCN et ap が yer sur la 
touche de defilement 赔） pour 
selectionner grand angle sousmarin 1, 
grand angle sous-marin 2ou gros plan 
sous-marin, et appuyerfinalement sur 
la touche OK {®) pour valider la 
selection. 

Pour passer a un autre mode, appuyer 
sur la touche MENU du caisson, 
appuyer sur la molette de defilement 
descendre, selectionner SCN sur 
recran AC し et appuyer sur la touche 
OK. Appuyer ensuite sur la molette de 
defilement pour selectionner le mode 
de prise de vue sous-marin dans 
recran AC し et appuyer sur la touche 
OK pour entrer la selection. 

Memorisation AF pendant la prise de vue sous-marine 


Lorsque le grand angle sousmarin 1 
ou la scene gros plan sous-marine est 
selectionne, la touche de defilement 
descendre fonctionne comme touche 
AFL. Appuyer une fois sur la touche 
initialise le mode de memorisation AF, 
dans lequel vous pouvez vous 
concentrersurle declencheur pour ne 
pas rater les meilleurs moments pour 
de bonnes photos. 

Remarque: 

• Pour annuler I， お at de memorisation AF, appuyer de nouveau sur la touche 
de defilement descendre (touche AFL). 

• Vous pouvez slectionner le mode vido sous-marin pour 1 030 SW/Stylus 1 030 
SW. 

Deplacez la molette de mode du boTtier afin de regler le mode de prise de vue 
de I'appareil photo sur 巧. 

Appuyez sur le bouton MENU puis sur les fleches haut/bas pour selectionner 
MOVIE, puis appuyez sur le bouton OK. Appuyez sur les fleches haut/bas pour 
selectionner MODE VID SOUS-MARIN, puis appuyez sur le bouton OK. 



Fonctionne 
comme touche 
AFLOCK 
pendant le grand 
angle sous-marin 
1 et les scenes 
gros plan sous- 
marines. 
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6. Manipulation apres la prise de vue 


Essuyer toute goutte cTeau. 


Apres avoir termine la prise de vue 
et etre revenu a terre, essuyer toute 
goutte d’eau restee sur le caisson. 
Utiliserde I'airou un chiffon doux qui 
ne laisse pas de fibres pour essuyer 
completement toute goutte d’eau du 
joint entre les couvercles avant et 
arri を re, du levier de declencheur, 
des poiqnees de poing et de la 
molette d'ouverture/de fermeture. 


A ATTENTION: 

• Si des gouttes d’eau restent entre les couvercles avant et arriere, elles 
risquent de cooler a I’inteneur lorsque le caisson est ouvert. Prendre un 
soin particulier pour Dien essuyer toutes les gouttes d’eau. 

• En ouvrant le caisson, fa ire suffisamment attention pour que de I’eau ne 
tombe pas de vos cheveux ou de votre corps sur le caisson et I’appareil. 

• Avant d'ouvrir le caisson, s'assurer que vos mains ou gants sont sans 
sable, fibres, etc. 

• Ne pas ouvrir ni termer le caisson dans les endroits ou il y a de I’eau ou du 
sable. S’il faut absolument ouvrir le caisson pour changer la batterie ou la 
carte memoire des images, placer une feuille pourfaire ecran et s'assurer 
qu’il n’y a ni eau ni sable. 

• Fairs attention de ne pas toucher I'appareil photo numerique ou la batterie 
avec des mains impregnees d’eau salee. 

Remarque: 

Preparer d’avance une serviette trempee d’eau pure et la garden dans un sac 

en plastique pour pouvoir essuyer le sel de vos mains et doigts avant de 

toucher a I'appareil photo. 
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Sortir I’appareil photo numerique. 


Ouvrir soigneusement le caisson et 
sortir I'appareil photo numerique. 



AATTENTION: 

• Toujours placer le caisson ouvert avec le cote du joint tourne vers le haut. 
Si le caisson est place avec le cote du joint tourne vers le bas, de la 
poussiere ou d’autres matieres etrangeres risquent d'adherer au joint ou a 
la surface de contact du joint et pourraient causer une fuite d’eau tors de 
la plongee suivante. 

• Consulter le mode d’emploi de I'appareil photo numerique pour des details 
sur le stockage des vues et d’autres informations. 
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Laver le caisson avec de ド eau pure. 


Apr ろ s utilisation, sceller de nouveau le caisson apres avoir sorti I’appareil 
et le laver suffisamment dans de I'eau pure des que possible. Apres 
utilisation dans de I’eau salee, il est important de le tremper dans de I'eau 
pure pendant un certain temps pour retirer le sel. 



A ATTENTION: 

• Une fuite d’eau peut se produire lorsqu’une pression d’eau elevee est 
appliquee partiellement. Avant de laver le caisson avec de I’eau, y retirer 
I'appareil photo numerique. 

• Fairs fonctionner le declencheur et diverses touches de ce produit dans 
I'eau pure pour retirer le sel adherant a I’axe. Ne pas demonter pour le 
nettoyage. 

• Laisser secher le caisson avec le sel risque de nuire au fonctionnement. 
Toujours retirer toute trace de sel apres utilisation. 


Secher le caisson. 


Apres I’avoir lave a I’eau pure, utiliser un chiffon propre pour I’essuyer. 
S’assurer d’utiliser un chiffon ne contient pas de residus de sel et qui ne 
laisse aucun fibre. Essuyer le caisson completement dans un endroit bien 
aere a I’ombre. 


A ATTENTION: 

• Ne pas utiliser I’airchaud d’un seche-cheveux ou d’un appareil similaire 
pour le sechage et ne pas exposer le caisson en plein soleil, ce qui pourrait 
accelererla deterioration ou la deformation du caisson et la degradation du 
joint, entramant une fuite d’eau. 

• En essuyant le caisson, fairs attention de ne pas causer de rayures. 
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7. Maintien de la fonction d'etancheite 


Lorsque le couvercle arriere du caisson est ouvert, toujours s’assurer 
d’effectuer roperation d’entretien du joint comme decrit ci-dessous. 


Retirer le joint. 

Ouvrir le caisson et retirer le joint du caisson. 

Retrait du joint 

© Inserer I’outil de retrait du joint entre le joint et une paroi sur la gorge 
du joint. 

⑤ Glisser I'extremite de I'outil de retrait du joint insere sous le joint. 
(Faire attention de ne pas griffer la gorge de joint avec rextremite de 
I'outil de retrait de joint.) 

⑤ Tenir le joint avec le bout des doigts apres qu'il so it sorti de la gorge et 
le retirer du caisson. 
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Retirer tout grain de sable, poussi を re, etc. 


Apr を s avoir veririe de visu que la poussiere a ete retiree du joint, les 
verifications relatives au sable et autres matieres etranqeres collees, aux 
dommages ou aux crevasses peuvent etre effectuees en serrant 
legerement toute la circonference du joint avec le bout des doigts. 



Retirer les matieres etrangeres collees a la rainure du joint en utilisant un 
chiffon propre ou du coton-tige. Retirer egalement le sable et la salete 
coll お sur la surface de contact du joint sur le couvercle avant du caisson. 



A ATTENTION: 

• し ' entretien de la fonction d'etancheite est necessaire meme avant d’utiliser 
ce produit sous-marin pour la premiere fois apres I'achat. 

• Si un stylo ou un autre objetsimilaire pointu est utilise pour retirer le joint ou 
pour nettoyer Finterieur de la rainure du joint, le caisson et le joint risquent 
d'etre endommages et une fuite d’eau risque de se produire. 

• Lorsque le joint est control ろ avec le bout des doigts, fa ire attention de ne 
pas 3110 nger le joint. 

• Ne jamais utiliser d'alcool, de diluant, de benzene ou des solvants 
similaires ni des detergents chimiques pour nettoyer le joint. Lorsque de 
tels produits chimiques sont utilises, le joint peut etre endommage ou sa 
deterioration sera acceleree. 
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Installer le joint. 


S'assurer qu’aucune matiere etrangere n’est collee, appliquer une fine 
couche de graissefourni sur le joint, etfaire rentrer le joint dans la rainure. 
A ce moment-la, s’assurer que le joint ne ressorte pas de la rainure. 


Comment appliquer la graisse sur le joint 



Appliquer la graisse 
specifique. 

巡 

S’assurer qu’il n’y a aucune salete ni sur 
les doigts ni sur le joint, mettre environ 5 
mm de graisse sur le bout d’un doigt. (Ls 
quantite appropnee de graisse est de 5 
mm environ.) 

2 

Etaler la graisse sur le 
joint. 

疆 

Staler la graisse sur le joint a I’aide de 
trois doigts. Fairs attention de ne pas 
tirer sur le joint. 

3 

Verifier qu’il n’y a ni 
dommage ni 
irregularite sur le joint. 

可 

Lorsque Is graisse s’infiltre le long du 
joint, verifier qu’il n’y a ni dommage ni 
irregularite dessus en le touchant et le 
regardant. Si un defaut est constate, ne 
pas hesiter a remplacer le joint. 

4 

Appliquer la graisse 
sur la surface de 
contact du joint. 

m 

Utilise!" la graisse restant sur le bout de 
VOS doigts pour nettoyer et graisser la 
surface de contact du joint sur le 
couvercle avant. 


AATTENTION: 

• Toujours effectuer I’entretien de la fonction d'etancheite meme lorsque le 
caisson a ete ouvert pour changer la batterie ou la carte de stockage des 
vues pendant la prise de vue. Negliger cet entretien peut causer une fuite 
d'eau. 

• Lorsque le caisson n’est pas utilise pendant une longue duree, retirer le 
joint de la rainure pour eviter une deformation du joint, appliquer une fine 
couche de graisse silicone, et le ranger dans un sac en plastique propre 
ou dans quelque chose de similaire. 

• Laisser secher le caisson avec le sel peut nuire au fonctionnement. 
Toujours retirer touts trace de sel apres utilisation. 
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Remplacer les pieces consommables. 

• Le joint est une piece consommable. Independamment du nombre de 
fois que le caisson est utilise, il est recommande de changer le joint au 
moins une fois par an. 

• し a degradation du joint est acceleree par les conditions d'utilisation et 
de stockage. Remplacer le joint m を me avant un an s’il montre des 
signes de dommage, de f を lure ou de perte d'elasticite. 

Remarque: 

Veuillez utiliser la graisse silicone de joint, le gel de silice et le joint 
authentiques de Olympus. Ces pieces consommables peuvent egalement 
etre achetees dans un centre de service Olympus. 
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8. Annexe 


Q & R sur ド utilisation du PT-043 

Q1:Quels sont les modeles d’appareil photo numerique utilisable 
avec ce caisson ? 

R1:Ce produit (PT-043) est congu pour rutilisation exclusive avec les 
appareils photo numeriques |j 1030 SW/Stylus 1030 SW. 

Q2: Quelles precautions doit-on respecter en chargeant I’appareil 
photo numerique dans le caisson ? 

R2: Faire particulierement attention aux points suivants en chargeant 
I’appareil dans le caisson. 

① Verifier que I'energie restante de la batterie de I’appareil photo 
numerique est suffisante. し ’ ち nergie de la batterie est consommee 
tres rapidement sous I’eau car le flash est utilise tres 
frequemment. 

⑤ Verifier le nombre restant d’images sur le support de stockage 
d’images. Veuillez utiliser une carte avec un nombre restant 
suffisant pour reduire le nombre de fois a ouvrir et fermer le 
caisson. 

⑤ Retirer la courroie de I’appareil photo numerique. Si I’appareil 
photo est charge sans retirer la courroie, la courroie risque d'etre 
coincee lorsque le caisson est scelle et il y aura une fuite d'eau. 

④ Coupez I’alimentation de I’appareil photo. 

® Avant de sceller le caisson, verifier que le joint a ete installe 
correctement dans la gorge du couvercle arriere du caisson. 

⑥ Verifier qu’il n’y a ni poussiere, ni cheveux ni autre matiere 
etrangere sur le joint et la surface de contact du joint sur le 
couvercle avant. 

® Inserer le gel de silice pour eviter la formation de buee. Veuillez 
utiliser le gel de silice pour le caisson Olympus. 

Q3: Quelles precautions doit-on respecter en utilisant et rangeant le 
caisson ? 

R3: Faire particulierement attention aux points suivants. 

① Lorsque la surface de contact du joint est pressee fortement de 
I’exteneur du caisson, ou si le caisson est deforme, la fonction 
d'etancheite risque d'etre affaiblie et une fuite d'eau risque de se 
produire. 


® し orsque le caisson est utilise, laisse ou range dans les endroits 
suivants, un mauvais fonctionnement ou des problemes risquent 
de se produire. Cela doit etre evite. 

• Endroits ou le caisson peut atteindre des temperature elevees 
en plein soleil ou dans une voiture, endroits avec des 
temperature tres basses, et endroits avec des variations de 
temperature extremes 

• Des endroits tres poussiereux 

• Des endroits ou des produits chimiques volatiles sont ranges 
ou utilises 

• Des endroits soumis a des vibrations 

⑤ Si un appareil photo charge dans le caisson est manipule de la 
maniere suivante, le caisson et/ou I'appareil photo charge 
peuvent avoir un defautde fonctionnement ou etre endommages. 
Cela doit etre evite. 

• Chocs avec d’autres objets 

• Chute 

• Placer des objets lourds sur le caisson 

® し orsque le caisson n’est pas utilise pendant une longue duree, 
des problemes de formation de moisissure risquent de se 
produire. Avant utilisation, verifier le fonctionnement de toutes les 
pieces de fonctionnement et effectuer le test preliminaire et le 
test final. 

Q4: Quelles precautions doit-on respecter en ouvrant et fermant le 

caisson ? 

R4: Faire particuli ろ rement attention aux points suivants. 

① Ne pas ouvrir ni fermer le caisson dans les endroits ou il y a de 
I’eau ou du sable. 

② Essuyer toutes les gouttes d’eau de I’espace entre le couvercle 
avant etie couvercle arnere et autour des saillies et creux telles les 
boucles. Autrement, de I’eau s’infiltre lorsque le caisson est ouvert. 

⑤ En ouvrant le caisson, faire attention que de I’eau ne tom be pas 
de VOS cheveux ou de votre corps dans le caisson ou sur 
I’appareil photo. 

® Lorsque le caisson est ouvert, vernier qu’il n’y a pas de sable, de 
fibres ou autre matiere etrangere sur le joint ni sur la surface de 
contact du joint du couvercle avant. 

⑥ Ne pas toucher I’appareil ni la carte de stockage des vues avec 
les mains mouillees. 


® Si vous detectiez des gouttes d’eau ou d’autres signes de fuite 
d’eau pendant la prise de vue, arretez immediatement la 
plongee, effectuez de nouveau le test pour verifier qu'il n'y a pas 
de fuite d'eau. Si I’appareil photo est humide, essuyer toute 
humidite et verifier le fonctionnement. 

Q5: Comment le caisson doit-il etre traite apres utilisation ? 

R5: Apres utilisation, sortir I’appareil photo des que possible et laver le 
caisson a I’eau pure. En cas d'utilisation en mer, plonger le caisson 
un certain temps dans I’eau pure est efficace pour eliminer le sel. 
Commander les touches et leviers sous I’eau pour tourner les axes 
et chasser tout le sel. Apres lavage, utiliser un chiffon sec ne 
contenant pas de sel sur lui pour essuyer toute humidite et secher le 
caisson a I’ombre. Ne pas utiliser I’air chaud d’un seche-cheveux ou 
d’un appareil similaire et ne pas fa ire secher le caisson au soleil. 

し ’ exposition a des temperature elevees ou au soleil risque de causer 
une deformation, une decoloration ou une cassure du caisson et une 
degradation du joint. Essuyer I’inteneur du caisson avec un chiffon 
doux ne laissant pas de fibres. Retirerle joint, essuyer toute trace de 
sel, sable, poussiere, etc., et nettoyer egalement la gorge du joint et 
la surface de contact du joint de la m を me fagon puis les essuyer. Si 
un objet avec une extremite pointue est utilise pour retirer le joint de 
la rainure, le joint risque d'etre endommage et une fuite d’eau risque 
de se produire. Toujours utiliser I’outil de retrait de joint fourni. 

Q6: Comment dois-je prendre des photos sous I’eau ? 

R6: Veuillez respecter la suite pour la prise de vue sous I’eau. 

® Attache!" le caisson a votre poignee avec la dragonne fournie. 

® Si vous placez un doigt sur la fen etre d’objectif, le doigt 
apparaftra dans la photo. Faire attention a la position de vos 
doigts en tenant le caisson. 

⑤ Tenir le caisson fermement avec les deux mains et appuyer 
doucement sur le declencheur pour que I’appareil ne bouge pas. 
④ Controler la vue que vous voulez prendre en regardant I'ecran 
AC し de Tappareil photo a travers la fen etre d'ecran AC し du 
caisson, et commencer la prise de vue. Pour eviter de perdre des 
opportunites de prise de vue a cause d’une batterie epuisee, 
vous devriez toujours mettre une batterie completement 
rechargee avant chaque plongee. 


Q7: Comment puis-je verifier s，il y a une fuite d’eau? 

R7: Pour confirmation, effectuer le test preliminaire et le test final apres 
avoir charge I’appareil photo. Le test preliminaire en plongeant le 
caisson sans I'appareil a la profondeur d'utilisation prevue pour 
contr ろ ler toute fuite d’eau est le test le plus precis, mais quand c’est 
difricile, il est plus sur d’effectuer ce test meme a une profondeur de 
1 m ou dans une baignoire. し e test final peut egalementetre effectue 
dans une baignoire ou un seau. 

Q8: Quelles sont les causes d'entree d’eau ? 

R8; Les causes principales pour I'entree d’eau sont montrees ci-dessous. 
Veuillez verifier I'appareil avec le plus grand soin. 

® し e joint n'a pas ete install も 

® Le joint est en partie ou completement en dehors de la gorge. 

⑤ Dommages, deterioration ou deformation du joint 

® Sable, fibres, cheveu ou autre maiiere etrangere sur le joint 

⑥ Sable, fibres, cheveu ou autre matiere etrangere sur la gorge du 
joint ou la surface de contact du joint 

⑥ Coincer la courroie, le sac de gel de silice, etc. au moment de 
sceller le caisson 

® Jeter le caisson dans I'eau a partir du bateau, sauter avec le 
caisson dans I’eau, ou autres applications soudaines de forces 
elevees sur le caisson. Avant de plonger, donner le caisson a 
quelqu’un qui setrouvedeja dans I’eau delicatementou eviterles 
chocs en procedant autrement. 

Q9: Quels sont les points importants pour I’entretien du joint ? 

R9: Faire particulierement attention aux points suivants. 

① Ne jamais utiliser d'alcool, de diluant, de benzene ou des solvants 
organiques similaires ni des detergents chimiques pour nettoyer 
le joint. Lorsque de tels produits chimiques sont utilises, le joint 
peut etre endommage ou sa deterioration sera acceleree. 

② Utiliser la graisse silicone de joint Olympus (bouchon blanc). La 
graisse utilisee pour les caissons precedents jusqu'au PT-008 
(bouchon rouge) et la graisse commercialism par d’autres 
compagnies ne conviennent pas pour ce joint de silicone. 

し ’ utilis3tion d’une telle graisse pourrait causer la deterioration de 
la surface et nuire a I'etancheite. 


⑤ Pour eviter la deformation du joint lorsque le caisson n’est pas 
utilise pendant une longue periode, retirer le joint du caisson, 
appliquer une fine couche de la qraisse speciale et ranger le joint 
dans un sac en plastique propre. Pour le reemploi, verifier que le 
joint n，a ni dommage ni f を lure, qu’il a une elasticite suffisante, que 
la surface est sans viscosite ni autres anomalies, et I’utiliser 
apres avoir applique une fine couche de la graisse speciale. Une 
application excessive de graisse n'ameliore pas I'etancneite ni la 
resistance a la pression permise. En revanche, le sable et la 
poussiere pourront coller plus facilement. Une fine couche 
uniforme produit le meilleur resultat. 

④し e joint est une piece consommable. し e changer au moins une 
わ is par an. 

® し 3 degradation du joint est acceleree par les conditions 

d'utilisation et de stockage. Changer immediatement le joint s’il 
montre des signes de dommage, de f を lure ou de perte d'elasticite. 

Q10:Quels sont les points importants pour I’entretien du caisson ? 

R10: Faire particulierement attention aux points suivants. 

① Ne jamais utiliser les produits chimiques suivants pour le 
nettoyaqe, la protection anticorrosion, eviter la formation de 
buee, des reparations ou d'autres raisons. 

• Ne jamais utiliser d’alcool, de diluant, de benzene ou des 
solvants organiques volatils similaires ni des detergents 
chimiques pour nettoyer le caisson. De I’eau pure ou de I’eau 
tiede suffit pour le nettoyage. 

• Ne pas utiliser d’agents anticorrosion sur les pieces 
metalliques. Les pieces metalliques sont en aluminium, en 
bronze ou en acier inoxydable. Le nettoyage a I’eau pure est 
suffisant. 

• Ne pas utiliser d’agents antibuee du commerce. Toujours 
utiliser le qraisse gel de silice antibuee Olympus. 

• Ne pas utiliser de colle pour des reparations ou d’autres 
raisons. Si une reparation est necessaire, veuillez contacter un 
centre de service de notre compagnie ou le revendeur. 

Q11: Que Taire pour des reparations ? 

Rn ： Si une reparation est necessaire, veuillez contacter un centre de 
service de notre compagnie ou le revendeur. Ne pas essayer de 
reparer, demonter ni modifier le caisson vous-meme. Une reparation, 
un demontage ou des modifications par vous ou des tiers non 
autorises par Olympus annul© la garantie. 
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Q12:Quels sont les noms de modele des accessoires pour le PT-043 ? 

R12; Les accessoires suivants sont vendus. 

① Joint pour le boftier PT-043 (POL-042): C'est un emballage joint 
caoutchouc silicone a installer au corps PT-043 pour le rendre 
etanche. Des joints pour d’autres modeles de boftier ne peuvent 
pas etre utilises. 

® Graisse silicone (PSOLG-1/2/3): C'est une graisse pour 
I’entretien du joint silicone. 

感 Gel de silice (SILCA-5S): C’est un deshydratant utilise pour eviter 
la formation de buee sur les parties en verre du caisson. La 
quantite est de 5 sachets. 

® Coiffe d'ecran ACL (PFUD-07) : Cette coiffe est ins ね N ろ e sur la 
fen を tre de I'ecran AC し du caisson afin de rendre I'ecran AC し de 
I’appareil photo plus facile a voir. 

* Veuillez communiquer avec le revendeur ou un centre de 
service de notre compagnie lorsque le remplacement est 
n ろ cessaire. Le remplacement sera fait contre paiement. 

* Le contrepoids n'est pas fourni avec le PT-043. 


Fiche technique 


Modeles compatibles 

Appareil photo numerique Olympus 

M 1030 SW/Stylus 1030 SW 

Resistance a la press ion 

Profondeur jusqu’a 40 m 

Matieres principales 

Corps: Polycarbonate transparent 

Boucles: Aden inoxydable 

Poignee/levier d'obturateur/touches de 
fonctionnement: Polycarbonate 

Fenetre d’objectif: Verre FL 

Axes des touches de fonctionnement: 

Acier inoxydable 

Diametre de la bague 
d'objectif 

052 mm 

Dimensions 

Largeur:134 mm x hauteur:106 mm x 
epaisseur: 70,5 mm (hors protuberances) 

Poids 

355 g (sans appareil photo ni accessoire) 


Nous nous reservons le droit de changer I'apparence extern© et les 
caracteristiques techniques sans preavis. 
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OLYMPUS 


http://www.olympus.com/ 

- OLYMPUS IMAGING CORR - 

Shinjuku Monolith, 3-1 Nishi-Shinjuku 2-chome, Shinjuku-ku, Tokyo, Japon 


OLYMPUS IMAGING AMERICA INC. 

3500 Corporate Parkway, P.O. Box 610, Center Valley, PA 18034-0610, Etats-Unis Tel. 484-896-5000 

Support technique (Etats-Unis) 

Aide en ligne 24/24h, 7/7 jours : http://www.olympusamerica.com/support 
Ligne telephonique de support : Tel. 1-888-553-4448 (appel gra 山け） 

Notre support technique telephonique est ouvert de 8 a 22 heures 
(du lundi au vendredi) ET 
http://olympusamerica.com/contactus 

し es mises a jour du logiciel Olympus sont disponibles a I'adresse suivante : 
http://www.olympusamerica.com/digital 


OLYMPUS IMAGING EUROPA GMBH 

Locaux : Wendenstrasse 14-18, 20097 Hamburg, Allemagne 
Tel. : +49 40-23 77 3-0 / Fax : +49 40-23 07 61 
Livraisons de marchandises : Bredowstrasse 20, 22113 Hamburg, Allemagne 
Adresse postale : Postfach 10 49 08, 20034 Hamburg, Allemagne 

Support technique europeen : 

Visitez notre site a I’adresse http://www.olympus-europa.com 
ou appelez le NUMERO D’APPEL GRATUIT ’ ： 00800-67 10 83 00 

pour I’Autriche, la Belgique, le Danemark, la Finlande, la France, rAllemagne, I'ltalie, le 
Luxembourg, les Pays-Bas, la Norvege, le Portugal, I'Espagne, la Suede, la Suisse, le 
Royaume-Uni 

* Notez que certains operateurs de services de telephonie (mobile) n'autorisent pas I'acces 
ou exigent un prefixe supplementaire pour les numeros commen?ant par +800. 

Pour tous les pays europeens non mentionnesou si vous ne pouvez pas obtenir la communication 

avec le numero ci-dessus, appelez I’un des numeros suivants 

NUMEROS D'APPEL PAYANTS : +49180 5 ■ 6710 83 ou +49 40 ■ 237 73 4899 

Notre Support technique est disponible du lundi au vendredi de 9 S 18 heures (heure de Paris) 


© 2008 OLYMPUS IMAGING CORR 




















■ Wir bedanken uns fur den Kauf des Unterwassergehauses PT-043. 

■ Bitte lesen Sie diese Anieitung sorgfaltig und achten Sie auf einen 
sachgemafien und sicheren Gebrauch dieses Produktes. Bitte 
bewahren Sie diese Anieitung zur spateren Bezugnahme auf. 

■ Bei unsachgemafiem Gebrauch kann es infolge von eindringendem 
Wasser zu schweren und/oder irreparablen Schaden an der 

色 ingesetzten Kamera kommen. 

■ Fuhren Sie vorjedem Gebrauch den in dieser Bedienungsanleitung 
beschriebenen Systemcheck durch. 

Einfuhrung 

•Diese Anieitung darf ohne ausdruckliche Genehmigung in keinerWe 旧 e, auch nicht 
auszugsweise, mit Ausnahme fur den privaten Gebrauch, vervielfaltigt werden. Der 
Nachdruck ohne ausdruckliche Genehmigung ist strengstens untersagt. 
•OLYMPUS IMAGING CORP. haftet nicht fur Schaden, die auf unsachgem 自 Ren Gebrauch 
Oder darauf zumckzufuhren sind, dassder Kauferoder ein von OLYMPUS IMAGING CORP. 
nicht ausdrucklich bevolimachtigter Drifter das Produkt zerlegt, repariert, umgebaut Oder 
sonst verandert hat. Lesen Sie daher unbedingt vor dem ersten Gebrauch des Produktes 
diese Bedienungsanleitung durch und machen Sie sich mit den Anweisungen vertraut. 
•Ausschlussder Haftung seitens OLYMPUS IMAGING CORP. umfasst insoweit nicht 
nur die Schaden am Produkt selbst, sondern alle denkbaren Schaden, wie z. B. die 
Bescnadigung der darin installierten Kamera, die Besch さ digung Oder der Verlust der 
Bilddaten und hieraus resultierende Folgeschaden, Schaden des Verwenders des 
Produktes Oder von OLYMPUS IMAGING CORP. benannten Dritten. 

Bitte vor dem ersten Gebrauch durchlesen 

Dieses Produkt ist fur eine Wassertiefe bis zu 40 Metern geeignet. 
Schadliche Einwirkungen dieser Art mussen unbedingt vermieden werden! 
•Bitte beachten Sie ba jedem Umgang mit dem Produkt, dass Gewahrleistungs-, Garantie- 
oder sonstige Ersatzanspruche bei unsachgemafier Handhabung Oder nicht ausdrucklich 
autonsierten Zerlegungen, Reparaturen, Umbauten oderVeranderungen ausgeschlossen 
sind. Sie sollten sich daher bereits vor dem ersten Gebrauch mit dieser Bedienungsanleitung 
eingehend vertraut machen. Beachten Sie insbesondere alle in dieser Anieitung enthaltenen 
Angaben zur Handhabung, Vorab-Test, Wartung/Pflege und Lagerung. 

•OLYMPUS IMAGING CORP. haftet nicht fur Un 制 ie, die auf die Verwendung einer 
Dig け alkamera unter Wasser zu 山 ckzufuhren sind. 

AuRerdem werden Ausqaben fur Schaden an Materialien im Kamerainneren Oder der 
Verlust der Aufnahmen aufgrund von eingedmngenemen Wasser nicht entschadigt. 

• OLYMPUS IMAGING CORP. leistet keinerlei Entschadigung fur Unfalle 
(Verletzungen Oder Sachschaden) wahrend des Gebrauchs dieses Produktes. 
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VorsichtsmaRnahmen bei der Bedienung 

In dieser Anieitung sind wichtige Angaben zum richtigen Gebrauch und 
zur Vermeidung der Ge 估 hrdung von Anwendern Oder Dritten sowie der 
Gefahr von Sachschaden durch die nachfolgend beschriebenen 
Piktoqramme besonders gekennzeichnet. 


AACHTUNG 

Verweist auf Angaben, bei deren Nichtbeachtung die 
Verwendung dieses Produktes zu schweren 

Verletzungen mit Todesgefahrfuhren kann. 

A VORSICHT 

Verweist auf Angaben, bei deren Nichtbeachtung die 
Verwendung dieses Produktes zu Verletzungen und/ 
Oder Sachschaden fuhren kann. 


AACHTUNG 

① Dieses Produkt stets vor dem Zuqriff von Sauglingen, Kleinkindern 
und Kindern schutzten. Andernfalls konnen Unfalle der folgenden Art 
auftreten: 

• Verletzungen durch ein Hemnterfallen aus grofierem Abstand auf 
den Korper Oder Korperteile. 

• Verletzungen durch ein Einklemmen von Korperteilen an 
beweglichen, insbesondere zu offnenden und schliefienden leilen 
des Produktes. 

• Verletzungen durch Verschlucken von Kleinteilen. Falls Teile 
verschluckt wurden, sofort einen Arzt/Notarzt kontaktieren. 

• Durch die Blitzabqabe bei besonders geringem Abstand zu den 
Auqen kann es zu dauerhaften Beeintrachtiqungen der 
Sehtahigkeit etc. kommen. 

⑤ Das Produkt niemals mit eingesetzter Digitalkamera, in der sich noch 
Batterien befinden, aufbewahren. Andernfalls kann Batterieflussigkeit 
austreten und es besteht Feuergefahr. 

⑤ Falls Wasser auf eine in diesem Produkt eingesetzte Kamera einwirkt, 
umgehend die Batterien aus der Kamera entnehmen. Andernfalls 
konnen sich Wasserstoffgase bilden und es besteht Feuer- und 
Explosionsgefahr. 

④ Dieses Produkt ist aus Polycarbonat gefertigt. Bei einer schweren 
Beschadigung mit Bruch des Geh も uses besteht Verletzungsgefahr 
durch scharfe Kanten etc. Schadliche Einwirkungen dieser Art mussen 
unbedingt vermieden werden! 

® Das Silicaqel und das Siliconfett dieses Produktes sind nicht zum 
Verzehr geeignet. 
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A VORSICHT 

① Dieses Produkt darf nicht zerlegt Oder umgebaut werden. Andernfalls 
kann es zum Eindringen von Wasser und zu Betriebsstorungen 
kommen. Falls dieses Produkt durch Dritte, welche nicht ausdrucklich 
durch OLYMPUS IMAGING CORP. bevollm 自 chtigt sind, zerlegt Oder 
umgebaut wird, erlischt der Garantieanspruch. 

® Dieses Produkt darf nicht an Orten aufbewahrt werden, an denen 
extrem hohe Oder niedrige I emperaturen und/oder extreme 
Temperaturschwankungen auftreten konnen. Andernfalls kann es zu 

a Beeintr も chtigungen am Produkt kommen. 

® Offnen Oder schliefien Sie das Gehause nicht an Orten, die der 
Einwirkung von Sand, Staub und Schmutzpartikein ausgesetzt sind, 
da dies die Wasserdichtigkeit des Produktes beeintrachtigt und somit 
das Eindringen von Wasser verursachen kann. 

④ Dieses Produkt ist fur eine Wassertiefe bis zu 40 Metern geeignet. Bitte beachten 
Sie, dass bei einer Wassertiefe von mehr als 40 Metern Verformungen und 
sonstige Schaden am Gehause und der der darin eingesetzten Kamera auftreten 
konnen und/oder Wasser in das Gehause eindringen kann. 

⑥ Bei grober Handhabung, z. B. Sprung ins Wasser mit in der Hand 
gehaltenem Oder in einer Aufientasche verstautem Gehause Oder 
Werfen des Geh さ uses in das Wasser etc., kann Wasser eindringen. 
Das Gehause daher bitte stets sorgfaltig und vorsichtig handhaben. 
® Falls die im Gehause befindliche Kamera mit eindringendem Wasser 
etc. in Beruhrung gekommen ist, sofort trockenreiben und eine 
Funktionsuberprufung vornehmen. 

⑦ Bei 円 ugreisen vor dem Start den 0-Ring entfernen. Andernfalls kann das 
Gehause infolge des Luftdruckunterschieds ggf. nicht mehr geoffnet werden. 
⑥ Zur Gewahrleistung der einwandfreien Handhabung und Bedienung der 

Digitalkamera bitte die jeweils zugehonge Bedienungsanleitung sorgfaltig lesen. 
® 巨 eim Abdichten dieses Produktes darauf achten, dasssich am 0-Ring 
und/oder den Kontaktflachen keinerlei Fremdkorper, wie Sand, 
Schmutz Oder Haare, befinden. 

Akkus 


•Verwenden Sie einen Olympus Lithiumionen-Akku (LI-50B), der 
speziell fur die Kamera geeignet ist. 

•Vermeiden Sie unbedingt Masse Oder Feuchtigkeit an den 
Akkukontakten. Andernfalls kann es zu Betriebsstorungen und/oder 
Un 估 lien kommen. 

•Lesen Sie bitte sorgfaltig weitere Handhabungs- und Sicherheitshinweise 
fur den Akku in der zur Kamera gehongen Bedienungsanleitung. 
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Einstellen der Unterwasser-Aufnahmeprogramme 

•Die Kameramodelle |j 1030 SW/Stylus 1030 SW bieten Aufnahmeprogramme 
einschlieftlich Weitwinkel- und Nahaufnahmeprogramm, so class bei 
Unterwasseraufnahmen jederzeit das gewunschte Programm einfach und schnell per 
Knopfdruck verfugbar ist. Wahlen Sie einfach das Programm, das am besten fur Ihre 
Aufnahme geeignet ist. 

Weitere Einzelheiten hierzu finden Sie im Kapitel , ， 5. Unterwasseraufnahme bei 
Verwendung eines Aufnahmeprogramms" (S. 24) dieser Anieitung. 

•Angaben zur Wahl des Aufnahmeprogramms finden Sie in der zur 
Digitalkamera gehorigen Bedienungsanleitung. 

Gewahrleistung der Wasserdichtigkeit 


Wenn beim Gebrauch dieses Produktes Wasser eindringt, kann die im Produkt befindliche Kamera 
ggf. irreparabel beschadigt werden. Bitte achten Sie unbedingt aufdie folgenden Punkte: 

① Beim Schliefien des Produktes unbedingt darauf achten, dass sich am 0-Ring 
und/oder den Kontaktflachen am Gehause (z. B. Frontabdeckung) keinerlei 
Fremdkorper, wie Haare, Fasern, Sandkorner etc., befinden. Bereits ein 
einzelnes Haar Oder Sandkorn kann bewirken, dass die Wasserdichtigkeit 
nicht mehr gewahrleistet ist. Bitte fuhren Sie diese Uberprufung besonders 
sorgfaltig durch. 



⑤ 0-Ringe unterliegen VerschleiRerscheinungen. Bitte ersetzen Sie ihn mindestens 
einmal pro Jahr durch einen neuen. Bitte p 山 fen Sie die Kamera vorjeder Verwendung. 

⑤ 0-Ringe verschle 化 en je nach Gebrauchs- und Lagerungsbedinqungen 
schneller Oder langsamer. Ein beschadiqter, rissiger Oder nicht mehr 
elastischer 0-Ring muss sofort ausgewechselt werden. 

④ Vor Gebrauch des Unterwassergehauses und bei der Pfiege des 0-Rings 
muss die Ringnut gesaubert und dabei besonders darauf geachtet werden, 
dass keinerlei Fremdkorper, wie Sand, Haare etc., in der Nut verbleiben. 

® Den 0-Ring mitdem speziell geeigneten Siliconfett behandeln. 
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⑥ Bei nicht einwandfrei angebrachtem 0-Ring ist die Wasserdichtigkeit nicht 
gewahrleistet. Beim Anbringen darauf achten, dass der 0-Ring nicht aus 
der Nut herausragt Oder verdreht ist. Vor dem SchlieRen des な eh さ uses 
sicherstellen, dass der 0-Ring einwandfrei in der Nut eingelegt ist. 

⑦ Dieses Produkt ist eine luftdichte Konstru け ion aus Kunststoff (Polycarbonat). Wird dieses Produkt 
uber einen langeren Zeitraum hohen Tempera 山 ren, z. B. in einem geschlossenen Fahrzeug Oder 
direkter Sonneneinstrahlung,z. B.am Strand oderhinterGlas etc., odereinerstarken ungleichmaHig 
verteilten Druckeinwirkung ausgesetzt, kann es zu Verformungen und zum Verlust der 
Wasserdichtigkeit kommen. Achten Sie stets auf eine geeignete Umgebungstemperatur. Das 
Produkt darf zudem bei Transport Oder Lagemng keiner hohen Gewichts- Oder Druckbelastung 
ausgesetzt werden. Wahlen Sie stets einen geeigneten Aufbewahrungsort. 

⑥ Wenn auf den 0-Ring von auRen zu hoher Druck ausgeubt wird und/ 
Oder wenn sich das Gehause verzieht, kann es zum Verlust der 
Wasserdichtigkeit kommen. Uben Sie keinen zu hohen Druck aus. 

⑥ Bitte verwenden Sie das Gehause stets erst nach der Durchfuhrung der in dieser 
Anieitung beschriebenen Systemchecks {mit und ohne eingesetzte Digitalkamera). 
⑩ Falls Sie Wassertropfen Oder eine sonstige Wassereinwirkung beim Gebrauch des 
Gehausesfeststellen, den Tauchgang sofort beenden. Hierauf die Kamera und das 
Gehause sorgfaltig trocknen und anschlieftend wie im Abschnitt uAbschlieRender 
Systemcheck" beschrieben testen. Uberprufen Sie, ob die Wassereinwirkung auf 
ein Leek Systemcheck beschrieben Leek zuruckzufuhren ist. 

Produkthandhabung 

•Bei der Aufbewahrung Oder Nutzung dieses Produktes an den nachfolgend beschriebenen 
Often kann es zu Betriebsstorungen, Fehlfunktionen, Sch 如飢 ， Uberhitzung mit Feuergefahr, 
Trubungen an der Innenseite und Leckbildung kommen. Vermeiden Sie die folgenden Orte: 

• Orte, auf die hohe Temperaturen einwirken (wie bei direkter 
Sonneneinstrahlung, in einem geschlossenen Fahrzeug etc.) und/ 
Oder die extremen Temperaturschwankungen ausgesetzt sind. 

• Orte mit offenem Feuer 

• Wassertiefen von mehr als 40 Metern 

• Orte, an denen Vibrationen auftreten konnen 

• Orte mit hohen Temperaturen und Feuchtigkeit Oder starken 
Temperaturschwankungen 

• Orte, an denen fluchtige Chemikalien aufbewahrt Oder verwendet werden 
•Dieses Produkt ist aus Polycarbonat gefertigt und daher besonders 

widerstandsfahig gegen Stofie und Erschutterungen. Bei der Einwirkung barter 
scharfkantiger Oder spitzer Gegenstande Konnen jedoch Kratzer Oder Bruchschaden 
verursacht werden. Dies gilt auch, wenn das Gehause fallen gelassen wird. 

•Dieses Produkt dient nicht als Schutzgehause derim Inneren befindlichen Kamera gegen 
schwere Erschutterungen. Falls dieses Produkt bei eingesetzter Digitalkamera starken 
Erschutterungen Oder starker Druckeinwirkung ausgesetzt wird, kann die Digitalkamera schwer 
beschadigt werden. Schadliche Einwirkungen dieser Art mussen unbedingt vermied 飢 werden! 
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•Falls das Produktfur langere Zeit nicht in Gebrauch ist, kann es infolge einer 
Beeintrachtigung des 0-Rings zum Verlust der Wasserdichtigkeit kommen. Bitte 
verwenden Sie das Gehause daher stets erst nach der Durchfuhrung der in dieser 
Anieitung beschriebenen Systemchecks (mit und ohne eingesetzte/r Digitalkamera). 

•Niemals zu hohen Druck auf das Stativgewinde und das Zubehbrgewinde ausuben. 

•Wird bei im Gehause ins ね Ilierter Kamera mit Blitz fotografiert, k 加 nen an den Bildecken und -randern 
Abscha 贴 ngen auftreten. Dies macht sich insbesondere bei Nahaufnahmen und 
Weitwinkelbrennweiten bemerkbar. Bitte die Wirkung des Blitzes mittels Probeaufnahmen uberprufen. 

•Die nachfolgend aufgelisteten Chemikalien durfen keinesfalls zur Reinigung, als Rostschutz- 
oder Antibeschlagsmittel Oder fur Reparaturen und ahniiche Zwecke verwendet werden. Diese 
Chemikalien k 加 nen bei direkter Oder indirekter {in Form von Spraynebel etc.) Einwirk 肌 g 
Gehauserisse bei hohem Wasserdruck sowie sonstige Stomngen und Schaden verursachen. 


Unzulassige Chemikalien 

Eli さ uterung 

Fluchtige organische 
し osungsmittel, 
chemische Reiniger 

Das Gehause niemals mit Alkohol, Benzin, 
Farbverdunner Oder sonstigen fluchtigen organischen 
Losungsmittein bzw. chemischen Reinigern saubern. 
Klares Wasser (kalt Oder lauwarm) ist ausreichend. 

Rostschutzmittel 

Keine Rostschutzmittel verwenden. Die Metal け eile 
verwenden rostfreien Stahl Oder Messing. Reinigen 
des Gehauses mit klarem Wasser 

Handelsubliche 

Antibeschlagsmittel 

Keine handelsublichen Antibeschlagsmittel 
verwenden. Ausschliefilich das spezifisch 
geeignete Silicagel verwenden. 

Andere Schmierstoffe 
aufter dem spezifisch 
geeigneten Siliconfett 

Fur den 0-Ring ausschlielilich das spezifisch geeignete 
Siliconfett verwenden. Andernfalls kann der 0-Ring beschadigt 
werden, was den Verlust der Wasserdichtigkeit zur Folge hat. 

Klebstoff Oder 
selbstkiebende Folien 

Niemals Klebstoffe Oder selbstkiebende Folie etc. zur 
Reparatur Oder fur ahniiche Zwecke verwenden. Falls 
Reparaturarbeiten anfallen, wenden Sie sich bitte an Ihren 
Olympus Fachh さ ndler Oder Kundendienst. 


•Niemals Handhabungsschiitte vornehmen, die nicht in dieser Anieitung beschrieben sind. Teile/ 
Ersatzteile ausschlie 向 ich wie in dieser Anieitung vorgeschrieben warten, auswechsein Oder verwenden. 
S 松 rung 即 wahrend des Fotog 旧 fierens Oder des Gebrauchs dieses Produktes, die infolge der 
Nichtbeach 山 ng der obigen Hinweise auftreten, fallen nicht unter d 即 Garantieanspruch. 
•OLYMPUS IMAGING CORP. haftet nicht fur Un 枯 lie, die auf die 
Verwendung einer Digitalkamera unter Wasser zuruckzufuhren sind. 
•OLYMPUS IMAGING CORP. leistet keinerlei Entschadigung fur Unfalle 
(Verletzungen Oder Sachschaden) wahrend des Gebrauchs dieses Produktes. 
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1.Vorbereitende Schritte 


Packungsinhalt auf Vollst さ ndigke け prufen 

Vergewissern Sie sich, dass alle zum Lieferumfang gehongen Teile in der 
Packung enthalten sind. 

Falls Sie fehlende Oder beschadigte Teile feststellen, wenden Sie sich 
bitte umgehend an Ihren Fachh さ ndler. 




Bedienungsanleitung (diese Anieitung) 



OLYMPUS-H さ ndle 川 ste 
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Bezeichnung der Teile 




① Handgriff 
③ Blitzlichtdiffusor 
Ausloserhebel 
POWER-Taste 
⑥ Zubehorschuh 
⑥ Vorderer 

Gehausedeckel 
@ Schlieliklammer 
感 SchlieGkIammer 

Offnungs-ZSchliefihebel 
⑥ SchnurfijrObjektivkappe 
饭) Objektivschutz 
⑩ Objektivfenster 
® Objektivring 
感 Handgelenkschlaufe 
@ Cse fur Handgelenkschlaufe 


@ EinschubfCihrungsschienen 
Innerer LCD- 
Monitorrahmen 
@ 0-Ring 
遜) Stativgewinde 
避） Gegenlichtblende 
@ LCD-Monitoi"- 
Blendschutzhaube 
化- Taste/Pfeiltasten 
MENU-Taste 
Zoomtasten 
Programmw さ hiknopf 
[2-Taste/Pfeiltasten 
i-M-Taste 

^Taste/Pfeiltasten 
OK/FUNC-Taste 






*(§) が Taste 
*(§ AFL-Taste (*1)/ 
Pfeiltasten 

(*1 )(In den Unterwasser-Weit- 
winkel 1Oder Unterwasser- 
Nahaufnahmeprogrammen 
fungiert die Abwartspfeiltaste 
alsAF LOCK-Taste.) 

D に P./©-Taste 
@ LCD-Monito 卜 Fenster 
透) Hinterer Gehausedeckel 
@ Schnurf. LCD-Monitor*- 
Blendschutzhaube 
透) Silikonfett (weiEe 
Kappe) 

透) Silicagel 
感 O-Ring-Entferner 


Hinweis: 

Die Funktionen der mit dem Symbol * gekennzeichneten Teile stimmen mit denen der 
entsprechenden Bedienungselemente an der 口 igitalkamera uberein. Dementsprechend 
fCihrt die Digitalkamera bei Bet さ tigen dieser Gehause-Bedienungselemente die 
entsprechenden Funktionen aus. Angaben zu diesen Funktionen entnehmen Sie bitte 
der zur Digitalkamera gehorigen Bedienungsanleitung. 
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Anbringen der Handgelenkschlaufe 


Anbringen der Handgelenkschlaufe am Geh さ use. 


Darstellung der Anbringung Anbringung abgeschlossen 



AVORSICHT ： 

Die Handgelenkschlaufe unbedingt einwandfrei wie oben gezeigt anbringen. 
OLYMPUS IMAGING CORP. haftet nicht fur Schaden etc. (durch ein 
Herunterfallen des Geh さ uses etc.), die auf eine nicht einwandfrei 
angebrachte Handgelenkschlaufe zuruckzufuhren sind. 


Grunds さ tziiche Bedienungsschritte 

Bitte machen Sie sich zuerst mit diesen grunds さ tziichen Schritten zur 
Bedienung und Handhabung des Gehauses vertraut, bevor Sie mit dem 
Fotografieren beginnen. 


Richtiges Halten des Gehauses 

Fassen Sie das Gehausejeweils seitlich mit beiden Handen und legen Sie 
dabei die Ellbogen am Korper an. Halten Sie das Gehause so, dass der 
し CD-Monitor der Diqitalkamera durch das し CD-Monitor-Fenster des 
Gehauses gut sichtbar ist. 

Richtig Falsch 
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AVORSICHT: 

• Keinen zu hohen Druck auf das Objektivfenster Oder den Objektivring ausuben. 

• Darauf achten, dass Objektivfenster und Streuscheibe nicht durch Finger 
etc. verdeckt werden. 


Richtiges Betatigen des 
Ausloserhebels 

Den Ausloser behutsam drucken, 
damit Verwacklungen der Kamera 
vermieden werden. 



Hinweis: 

Einzelheiten zur Funktionsweise des Auslosers an der Kamera finden Sie in 
der zur Digitalkamera gehorigen Bedienungsanleitung. 


So wahlen Sie ein neues 
Aufnahmeprogramm 

Zur Auswahl eines neuen 
Aufnahmeprogramms der Digitalkamera 
den Programmwahiknopf auf dem 
Gehause d rehen. 

Das Aufnahmeprogramm auf dem LCD- 
Monitor bestatigen. 


Verwendung der Zoomtasten 

Die Zoomfunktion kann mit den 
Zoomtasten des Geh さ uses 
entsprechend der Funktionsweise 
der an der Digitalkamera 
befindlichen Zoomtasten gesteuert 
werden. 


Programmwahiknopf 
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So verwenden Sie die POWER- 
Taste 

Drucken Sie POWER-Taste, um die 
Kamera einzuschalten (ON/OFF). 



AVORSICHT: 

Wenn die Kamera nach dem Anschalten nicht benutzt wird, geht sie 
automatisch in den Sleep-Modus und schaltet den し CD-Monitor ab, damit 
keine unnutze Akkuleistung verbraucht wind. Es erfoigt selbst dann keine 
Aufnahme, wenn der Auslosehebel in diesem Modus vollst さ ndig betatigt 
wird. Bewegen Sie die Zoomtasten Oder drucken Sie eine andere Taste, 
bevor Sie eine Aufnahme machen, um den Sleep-Modus der Kamera zu 
deaktivieren. Wenn die Kamera 15 Minuten lang nicht benutzt wird, schaltet 
sie sich automatisch aus. Drucken Sie POWER-Taste, um die Kamera 
einzuschsiten. 

Weitere Einzelheiten hierzu finden Sie in der zur Digitalkamera gehorigen 
Bedienungsanleitung. 
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2. Systemcheck vor Benutzung des Geh さ uses 


Erster Systemcheck vor dem Gebrauch 


Dieses Gehause unterliegt einer strengen Qualitatskontrolle bei der Fertigung und der 
Montage der Teile einschlieftlich einer sorgfaltigen Funktionsuberprufung. Zudem wird 
jedes Genause in einem speziellen Wasserdruckbelastungstest auf seine 
Wasserdichtiqkeit uberpruft, um die Einhaltung der Leistungsdaten zu gewahrleisten. 
In Abhangigkeit von den Bedingungen bei Lagemng und Transport, dem Wartungszustand 
etc. kann die Wasserdichtigkeit des Gehauses beeintrachtiqt werden. 

Vor jedem Tauchgang muss daher unbedingt die vollst さ ndige 
Funktionstuchtigkeit und der abschlieGende Systemcheck durchgefuhrt 
werden, be vor die Kamera eingesetzt wird. 



Erster Dichtigkeitstest 

① Vor dem ヒ insetzen der Digitalkamera das leere Gehause auf die 
vorgesehene Tauchtiefe bringen, in der spater unter Wasser 
fotografiert werden soil und dabei auf Dichtigkeit kontrollieren. 

⑤ Die haufigsten Ursachen fur eindringendes Wasser sind wie foigt: 

• Wenn kein 0-Ring installiert ist. 

• Der 0-Ring ist teilweise/vollstandig auRerhalb der vorgesehenen Nut angebracht. 

• Der 0-Ring weist Schaden, Risse, Abnutzunqsmerkmale, 
Verformungen etc. auf 

• Am 0-Ring, der 0-Ring-Nut Oder der 0-Ring-Auflageflache haften 
Sandpartikel, Fasern Oder sonstige Fremdkorper 

• Die 0-Ring-Nut und/oder die 0-Ring-Auflageflache am vorderen 
Gehausedeckel sind beschadiqt 

• Einklemmen der Handschlaufe, des Silicabeutels, etc., wenn das 
Gehause geschlossen wird 

Fuhren Sie den Test durch, nachdem die oben genannten GrCinde 
ausgeschlossen wurden. 


AVORSICHT: 

• Die am besten geeignete Methods zur Uberprufung auf Wasserdichtigkeit ist das Tauchen mit 
dem leeren Gehause bis zur vorgesehenen Wassertiefe. Falls dies nicht m5glich ist, kann 
diese Uberprufung auch in geringer Wassertiefe ohne Einwirkung hohen Wasserdrucks 
vorgenommen werden. Es wird empfohlen, einen solchen Test in jedem Fall durchzufuhren. 

• Falls bei normaler Handhabung wahrend der Voruberprufung ein 
Wassefleck festgestellt wird, darf das Gehause nicht verwendet werden. 
Wenden Sie sich in diesem Fall an Olympus. 


DE 15 





3. Einsetzen der Dig け alkamera 

Uberprufen der Digitalkamera 

Fuhren Sie vor dem Einsetzen der Digitalkamera in das Genause bitte folgende Checks durch. 

Batterieleistung 

Bei Unterwasseraufnahmen wir haufig der Blitz eingesetzt. 

Vergewissern Sie sich, dass die Batterieleistung ausreichend ist. 

Hinweis: 

Urn Aufnahmeaus 估 lie infolge unzureichender Batterieleistung zu vermeiden, sollte vor 
dem Tauchgang eine voll geladene Batterie in die Digitalkamera eingelegt werden. 

Uberprufen der noch verfiigbaren Restaufnahmen 

Vergewissern Sie sich, dass die Speicherkarte uber ausreichend Kapazitat verfugt. 

Entfernen Sie den Trageriemen von der Digitalkamera 

Falls an der Digitalkamera ein i rageriemen anqebracht ist, muss dieser entfernt werden. 

AVORSICHT: 

• Falls der Trageriemen nicht von der Digitalkamera entfernt wind, kann sich 
dieser wahrend des Einsetzenszwischen den Geh さ usedeckein verfangen 
und die Wasserdichtigkeit beeintrachtigen. 

• Wahrend und nach dem Entfernen des Trageriemens die Digitalkamera 
besonders vorsichtig handhaben. OLYMPUS IMAGING CORP. haftet nicht fur 
Sch さ den, die auf ein Herunterfallen etc. der Digitalkamera zuruckzufuhren sind. 

Bereiten Sie die Kamera vor. 

Geeignete Digitalkameras 

Dieses Produkt (PT-043) ist ausschliefilich fur das Digitalkameramodell 
M 1030 SW/Stylus 1030 SW geeignet. 

Schalten Sie die Digitalkamera ein (ON). 

Wenn die Kamera nach dem Anschalten nicht benutzt wird, geht sie automatisch 
in den Sleep-Modus und schaltet den し CD-Monitor ab, damit keine unnutze 
Akkuleistung verbraucht wird. Es erfoigt selbst dann keine Aufnahme, wenn der 
Auslosehebel in diesem Modus vollstandig betatigt wird. Beweqen Sie die 
Zoomtasten Oder drucken Sie eine andere Taste, bevor Sie eine Aufnahme 
machen, um den Sleep-Modus der Kamera zu deaktivieren. Wenn die Kamera 15 
Minuten lang nicht benutzt wird, schaltet sie sich automatisch aus. Drucken Sie 
POWER-Taste, um die Kamera einzuschalten. 
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Uberpriifen Sie die Kamera auf einwandfreie Funktionsweise. 

Vergewissern Sie sich, dass alle Kamerafunktionen einwandfrei und wie 
in der Anieitung beschrieben arbeiten. Schalten Sie die Kamera nach der 
Uberprijfung mit der POWER-Taste aus (OFF). 

Offnen des Geh さ uses 


Verwenden Sie den mitgelieferten 0-Ring-Entferner wie nachfolgend beschrieben. 
① Fuhren Sie den Haken des Entferners unterhalb des Schliefihebels ein. 
⑤ Ziehen Sie den 0-Ring-Entferner langsam und vorsichtig. 

(3) Falls der 0-Ring-Entferner nicht verfugbarist, greifen Sie den SchlieRhebel mit Daumen 
und Zeigefinger am linken und rechten Ende und heb 即 diesen dann vorsichtig an. 




Setzen Sie die Digitalkamera ein. 

① Vergewissern Sie sich, dass die Digitalkamera ausgeschaltet (OFF) ist. 
⑤ Schieben Sie die Digitalkamera vorsichtig in das Gehause. 



AVORSICHT: 

Falls die Digitalkamera nicht einwandfrei eingesetztwird, kann das Gehause 
ggt". nicht vollst さ ndig luftdicht verschlossen werden. Oder es lassen sich 
nicht alle Bedienungselemente vorschriftsgemafi verwenden. Beachten Sie, 
dass in das nicht einwandfrei abgedichtete Gehause Wasser eindringen 
kann! 
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Einlegen des Silicagel-Beutels 

Vor dem Schliefien des Gehauses 
den mitgelieferten Silicagel-Beutel 
(Entfeuchtungsmittel gegen 
Beschlag im Geh さ use) zwischen 
Kameraboden und Geh さ use 
einlegen. 



Auf die korrekte Ausrichtung achten 


AVORSICHT: 

• Der Silicagel-Beutel muss vollst さ ndig und in der korrekten Ausrichtung an 
der vorgesehenen Position eingesetzt werden. Bei nicht einwandfreier 
Ausrichtung kann sich der Beutel beim Schliefien zwischen den 

Geh さ usedeckein verfangen, so dass Wasser eindringen kann. 

• Wenn das Genause verschlossen wind, ohne dass der Silicagel-Beutel 
vollst さ ndig eingesetzt wurde, kann sich der Beutel beim Schliefien im 
0-Ring verfangen, so dass Wasser eindringen kann. 

• Ein bereits benutzter Silicagel-Beutel hat eingeschr さ nkte 
Absorptionswirkung. Bei jedem Offnen und Schlielien des Gehauses sollte 
daher ein neuer Silicagel-Beutel eingelegt werden. 


Uberprufen Sie die Kamera auf einwandfreie Installation. 

Vor dem wasserdichten VerschlieGen des Gehauses mussen Sie die 
folgenden Punkte uberprufen: 

• 1st die Digitalkamera einwandfrei eingesetzt? 

• 1st der Silicagel-Beutel einwandfrei und vollstandig an der 
vorgesehenen Position eingesetzt? 

• 1st der 0-Rinq einwandfrei an der Gehauseoffnung angebracht? 

• Sind am 0-Ring und/oder der 0-Ring-Kontaktflache am vorderen 
Gehausedeckel Fremdkorper und/oder Schmutzpartikel feststellbar? 

• Wurde die UberprCifung der Wasserdichtigkeit durchgefCihrt? 
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VerschlieRen Sie das Geh ミ use. 


Schliefien Sie den vorderen 
Gehausedeckel vorsichtig (so dass der 
0-Ring nicht aus der Nut rutscht), haken 
Sie den SchlieRhebel an der Kante des 
hinteren Geh さ usedeckels ein und legen 
Sie den Offnungs-ZSchliefihebel in 
Pfeilrichtung um, um das Geh を use 
wasserdicht zu verschlieGen. 



AVORSICHT: 

• Zum Schliefien des Geh さ uses mussen beide SchlieGhebel in Pfeilrichtung nach 
unten gedruckt werden. Falls nur einer der SchlieRhebel geschlossen ist, ist das 
Gehause nicht einwandfrei abgedichtet, so dass Wasser eindringen kann. 

• Schlieflen Sie den hinteren Gehausedeckel so, dass die LCD-Monitor- 
Blendschutzhaube und die Schnurf. Objektivkappe dabei nicht eingeklemmt 
werden. Andernfalls kann Wasser in das Geh さ useimere eindringen. 



Uberprufen Sie die eingesetzte Kamera auf einwandfreie Funktionsweise. 

Vergewissern Sie sich, dass alle Funktionen der eingese じ ten Kamera einwandtrei arbeiten. 

① Drucken Sie die POWER-Taste am Gehause und vergewissern Sie sich, dass 
die Kamera hierdurch ein- und ausgeschaltet (ON/OFF) werden kann. 

② Drehen Sie den Programmscheibe am Gehause und vergewissern Sie 
sich, dass der Kameramodus entsprechend umgeschaltet wird. 

• Prufen Sie, ob das richtige Programm vom し CD-Monitor gewahit wurde. 
⑤ Drucken Sie den Ausloserhebel des Geh を uses und vergewissern Sie 

sich, dass hierdurch der Kameraausloser betatigt wird. 

• Be 悟 tigen Sie die weiteren 巨 edienelemente des Geh を uses und vergewissern Sie 
sich, dass die zugehorigen Kamerafunktionen einwandfrei ausgefuhrt werden. 
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AVORSICHT: 

Falls die Kamerafunktionen nicht einwandfrei ausgefuhrt werden, mussen 
Sie die Digitalkamera erneut ab dem Schritt „Uberprufen der 
Digitalkamera" (S.16) dieser Anleitung installieren. 


Uberprufen Sie das Aufnahmeprogramm/Motivprogramm. 



Bei Gebrauch der im Gehause 
installierten Kamera konnen Sie das 
gewahite Aufnahmeprogramm/ 
Motivprogramm der Kamera mittels 
der し CD-Monitoranzeige der 
Kamera uberprufen. 


Motivprogramm/Aufnahmeprogramm 



Anbringen und Abnehmen des Objektivschutzes. 


Bringen Sie den Objektivschutz wie 
in der Abbildunq gezeiqt an. Denken 
Sie daran, den Objektivschutz vor 
dem Fotografieren zu entfernen. 
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Anbringen und Entfernen der LCD-Monitor-Blendschutzhaube. 


Anbringen 

Setzen Sie die Aussparungen der Haube wie gezeigt fest in die Rillen 
ober- und unterhalb des し CD-Monitor-Fensters ein. 


Entfernen 


Ziehen Sie die Haube wie gezeigt vorsichtig aus den Rillen ober- und 
unterhalb des し CD-Monitor-Fensters. 





AbschlieBende Uberprufung des Geh さ uses. 

Visuelle Inspektion 

Nach dem SchlieRen des Gehauses die Dichtungsbereiche am vorderen 
und hinteren Gehausedeckel visuell uberprufen, um sicherzustellen, dass 
der 0-Ring nicht verdreht ist und einwandfrei in der Nut sitzt und dass 
keine Fremdkorper eingeschlossen wurden. Vergewissern Sie sich auch, 
dass am Geh さ use keinerlei Bruchstellen Oder Risse vorzufinden sind! 


AVORSICHT: 

Haare, Fasern und sonstige leichtzu ubersehende kleine Objekte konnen 
das Eindringen von Wasser verursachen. Achten Sie besonders auf 
Bruchstellen und Risse an dem Gehause. 
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Letzter Test (Wasserdichtigkeitstest) 

Der letzte Test nach dem Einsetzen der Kamera wird nachstehend erlautert. Nur so kannein Eindringen 
von Wasser vermieden werden. Diesen Test immer durchfOhren. Der Test lasst sich leicht in einem mit 
Wasser gefOllten Behalter, wie einer Badewanne etc., durchfOhren. Das dauert rund 5 Minuten. 



Einfacher Test auf 
Wasserdichtigkeit 

Abbildung 

Hinweise 

1 

Das Geh さ use 
langsam in das 

Wasser tauchen. 

I 

I 

獲 


Eventuell in das durchsichtige Gehause 
eindringendes Wasser kann sofort 
festgestellt werden. 

2 

Zuerst das Geh さ use 
fur nur 3 Sekunden 
eintauchen. 

I 

I 

I 



Falls der 0-Ring nicht einwandfrei dicht ist, kann 
Wasser innertialb von 3 Sekunden eindring 饥 . 
Entweichen Luftblasen an den Dich 山 ngsstellen? 
Bitte sorgfaltig prufen. 

3 

Vergewissern Sie sich, 
dass kein Wasser 
eingedrungen ist. 

I 

I 



Das Gehause aus dem Wasser nehmen und 
prufen, ob sich Wasser im Gehause befindet. 
しさ uft Wasser herunter? 

4 

Das Geh さ use nun fur 
30 Sekunden 
eintauchen. 

1 

I 

I 



Dabei prufen, ob Luftblasen entweichen. 
Noch nichts bedienen, lediglich 
beobachten. 

5 

Vergewissern Sie sich, 
dass kein Wasser 
eingedrungen ist. 

I 

I 



Das Gehause aus dem Wasser nehmen und 
prufen, ob sich Wasser im Gehause befindet. 

Sehr sorgfaltig best さ tigen. 

6 

Das Geh さ use nun fur 

3 Minuten eintauchen. 

I 

I 

囊 


Dabei prufen, ob Luftblasen entweichen. 
Die haufig verwendeten Bedienungselemente 
be ほ tigen. Dabei priifen, ob Luftblasen entweichen. 
Falls kein eindringendes Wasser festgestellt 
wird, ist das Gehause funktionsf さ hig. 

7 

AbschlieRende 
Gberprufung: Ist das 
Silicagel trocken? 

! 

I 



Dies ist extrem wichtig! 

Prufen Sie durch die Gehausewand hindurch 
sorgfaltig, ob das Silicagel trocken ist. 
Nochmals das Geh さ useinnere auf 
eingedrungenes Wasser uberprufen. 

8 

Damit ist alles in 
Ordnung. 

换 

Das Gehause ist einsatzbereit. 

Wir wunschen viel Erfolg bei der 
Unterwasser-Fotografie. 


Das Tariergewicht wird nichtzu PT-043 mitgeliefert. 
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4. Unterwasseraufnahmen 

Verwendung der Handgelenkschlaufe 

Ziehen Sie die Schlaufe uber Ihr Handgelenk und stellen Sie die Lange 
mit dem Stopper ein. 



Aufnahmen machen. 

Bilduberwachung auf dem LCD-Monitor 

Bei diesem Gehause muss der LCD-Monitor zur Bildkomposition 
eingesetzt werden. 

Driicken Sie den Ausloserhebel behutsam. 

Das Gehause beim Auslosen mit beiden Handen seitlich fassen und den 
Auslosehebel ruckfrei herunterdrucken, um ein Verwackein zu vermeiden. 

Bitte beim Fotografieren mit Blitz beachten 

Bei Nahaufnahmen mit einer Weitwinkelbrennweite kann die 
Blitzausleuchtung ggf. ungleichmafiig und/oder unzureichend sein. 

Bei Unterwasseraufnahmen kann die Blitzreichweite je nach 
Aufnahmebedingungen (Wasserverschmutzung, Schwebstoffe etc.) stark 
schwanken. 

Uberprufen Sie Ihre Bilder unmittelbar nach der Aufnahme auf dem LCD- 
Monitor. 
















5. Unterwasseraufnahme bei Verwendung eines Aufnahmeprogramms 


Die Kamera bietet die folgenden Aufnahmeprogramme. Wahlen Sie das jeweils 
fur die vorgesehene Unterwasseraufnahme am besten geeignete Programm. 

Die verfugbaren Unterwasser-Aufnahmeprogramme 


(Beispiele) 

Unterwasser-Weitwinkel 1 

Optimal fur den Weitwinkelbereich bei 
Unterwasseraufnahmen, z. B. fur 
Fischschwarm etc., geeignet. Mit besonders 
lebendiger Wiedergabe der Blautone. 

552 Unterwasser-Weitwinkel 2 

Optimal geeignet, um sich schnel! bewegende groEe 
Motive aufzunehmen, z. B. Delphin Oder Manta-Rochen. 

An vielen Beobachtungspunkten fur Delphine ist die 
Verwendung von Bli じ licht untersagt, um die Tiers nicht 
zu beunruhigen etc. Dieses Aufnahmeprogramm 
berucksichtigt diese mogliche Einschrankung und hat 
daherin der Grundeinstellung den Blitz deaktiv 旧 rt. Der 
Blitzmodus kann jedoch benu じ erseitig aktiviert werden, 
um z. B. einen Manta-Rochen etc. zu fotografieren. 

か Unterwasser-Nahaufnahme 

Optimal fur Nahaufnahmen von kleinen Motiven, 
wie Muschein, Fischen etc. Mit besonders 
naturlicher Wiedergabe der Unterwasser-Farben. 

Bei Verwendung der Blitzlichtfunktion konnen die 
Rottone verstarkt werden. 




AVORSICHT: 

Wird das Unterwasser-Weitwinkel 1- Oder Nahaufnahmeprogramm verwendet, arbeitet die an der 
ROckseite des Unterwassergeh さ uses befindliche Abw さ rts-Pfeiltaste (AFL-Taste) als Scharfespeichertaste 
(AF-Speicher), so dass die gewahite Scharfstellung leicht beibehalten werd 即 kann. 

Bei aktiviertem Scharfespeicher erscheint das AF-Speichersymbol (AFL) 
rechts oben auf dem し CD-Monitor der Kamera. 
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So wahlen Sie ein Aufnahmeprogramm/Motivprogramm 


Stellen Sie mit der Programmwahlscheibe 
(①) am Gehause den Aufnahmemodus der 
Kamera auf SCN und wahlen Sie mit den 
Aufwartsoder Abwartspfeiltasten (③) die 
Modi JJnterwasser Weitwinkel 1 "， 
„Unterwasser Weitwinkel 2" Oder 
"UnterwasserNahaiifnahme" aus. 

Drucken Sie abschlieflend die OK-Taste 
(( 3 )), um die Einstellung zu speichern. 

Soil wahrend einer Unterwasseraufnahme 
ein anderes Motivprogramm gewahit werden, 
drucken Sie die MENU-Taste des Geh さ uses, 
曰 rucken die Abwarts-Pfei け asten, wahlen den 
Modus SCN auf dem LCD-Monitorund 
drucken dann die OK-Taste. Wahlen Sie das 
gewunschte Motivprogramm mit der 
Pfeiltasten unter Bezugnahme auf die LCD- 
Monitoranzeige. Drucken Sie abschliefiend 
die OK-Taste, um die Einstellung zu wahlen. 



Verwendung des Scharfespeichers bei Unterwasseraufnahmen 


Wird das Unterwasser-Weitwinkel 1- Oder 
Nahaufnahmeprogramm verwendet, arbeitet 
die an der RQckseite des 
Unterwassergehauses befindliche Abwarts- 
Pfeiltaste (AFL-Taste) als AF LOCK-Taste 
(AF-Speicher). Drucken Sie diese Taste 
einmal, um den Scharfespeicher zu 
aktivieren. Hierauf konnen Sie sich ganz auf 
Ihr Motiv und den Ausloser konz 飢 trieren, um 
den optimalen Aufnahmezeitpunkt zu wahlen. 

Hinweis: 

• Um den Scharfespeicher zu deaktivieren, drucken Sie nochmals die 
Abwarts-Pfeiltaste (AFL-Taste). 

• Sie konnen die Unterwasser-Filmaufnahme fur 1030 SW/Stylus 1030 SW wahlen. 
Stellen Sie die Programmwahlscheibe am Gehause auf SQ, um den Modus einzustellen. 
Drucken Sie die MENU-Taste und drucken Sie die „Hoch-/Runter'-Pfeiltaste um MOVIE 
auszuwahlen und drucken Sie dann die OK-Taste. Drucken Sie die ， ,Hoch-/Runt が ‘- 
Pfeiltaste um UNTERWASSER VIDEO auszuwahlen und drucken Sie dann die OK-Taste. 



Arbeitet als AF 
LOCK-Taste, 
wenn das 
Unterwasser- 
Weitwinkel 1- 
oder 

Nahaufnahmepr 
ogramm 
verwendet wird. 
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6. Behandlung nach dem Gebrauch 

Entf 色 rn 色 n von Wsss 色 rtropf 色 n 


Nach Beenden des Tauchgangs 
muss das Gehause sorgfaltig 
abgewischt und trockengerieben 
werden. Das Scharnier zwischen 
den Gehausedeckein, den 
Auslosehebel, die Handgriffe, den 
Offnungs-ZSchliefihebel und die 
Schliefiklammer mit Druckluft Oder 
einem weichen, fusselfreien Tuch 
sorgfaltig abtrocknen. 


AVORSICHT: 

• Verbleibende Wasserreste zwischen den Genausedeckeln konnen beim 
Offnen des Geh さ uses in das Inner© eindringen. Diesen Bereich besonders 
sorgfaltig trockenreiben. 

• Beim Offnen des Geh さ uses unbedingt vermeiden, dass Wasser von 
auRen (aus dem Haaroder vom Taucheranzug tropfendes Wasser etc.) in 
das Inner© und/oder suf die Kamera gelangt! 

• Vor dem Offnen des Geh さ uses unbedingt sicherstellen, dass Ihre Hande 
Oder Handschuhe vollkommen sauber (frei von Sand, Fasern etc.) und 
trocken sind. 

• Das Gehause niemals an Orten offnen, die Spritzwasser, Gischt, Flugsand 
etc. ausgesetzt sind. Falls ein Offnen unbedingt erforderlich ist (zum 
Batterie- Oder Speicherkartenwechsel etc.), die Einwirkung von Wind und 
Gischt mit einem geeigneten Objekt {Kunststoffplane etc.) abblocken. 

• Die Digitalkamera und/oder die Batterien/Akkus niemals mit (insbesondere 
von Saizwasser) feuchten Handen beruhren. 

Hinweis: 

Halten Sie in einer Plastiktute ein mit klarem Leitungswasser befeuchtetes 

Handtuch bereit, um SalzwasserZ-kristalle von Ihren Handen zu en 什 ernen, 

bevor Sie die Kamera beruhren. 
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Entnehmen Sie die Digitalkamera. 


Offnen Sie vorsichtig dass Geh さ use 
und entnehmen Sie die 
Digitalkamera. 



AVORSICHT: 

• Das geoffnete Geh さ use muss stets so abgelegt werden, dass der 0-Ring 
nach oben weist. Weist der 0-Ring nach unten, konnen sich 
Schmutzpartikel Oder Fremdkorper etc. am 0-Ring und/oder den 0-Ring- 
Kontaktflachen anlagern, so dass beim nachsten Tauchgang die 
Wasserdichtigkeit eventuell nicht mehr gewahrleistet sein kann. 

• Angaben zur Speicherung der Bilddaten und weitere Einzelheiten 
entnehmen Sie bitte der zur Digitalkamera gehorigen 
Bedienungsanleitung. 
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Reinigen des Geh さ uses mit klarem Wasser 

Nach dem Gebrauch und der Entnahme der Digitalkamera sollte das Geh 自 use wieder geschlossen 
und moglichst schnell mit klarem Lei 山 ngswasser abgespult werden. Nach dem Gebrauch in 
Saizwasser muss das Gehause fur einen ausreichenden Zeitraum in einen mit klarem 
Leitungswasser gefullten Beh も Iter eingetaucht werden, um Saizwasser/Saizreste zu entfernen. 



AVORSICHT: 

• Bei teilweiser Einwirkung hohen Wasserdrucks kann das Gehause lecken. Vor der 
Geh さ useremigung mit Wasser sollte 灶 e Digitalkamera entnommen werden. 

• Bei in klares Leitungswasser getauchtem Gehause den Ausloser und 
andere Bedienungselemente betatigen, um Saizreste zu entfernen. Das 
Gehause zum Reinigen nicht zerlegen! 

• Wind das Gehause abgetrocknet, ohne dass alle Saizreste sorgfaltig 
entferntwurden, konnen Funktionsbeeintr さ chtigungen auftreten. Saizreste 
stets sorgfaltig entfernen! 

Abtrocknen des Geh さ uses 


Nach dem Waschen mit klarem Wasser, Wassertropfen mit einem 
sauberen Tuch abwischen. Sie mussen ein flusenfreies Tuch ohne 
Saizreste verwenden. Trocknen Sie das Gehause vollstandig an einem 
luftigen, schattigen Ort. 

AVORSICHT: 

• Zum Trocknen niemals einen elektrischen Fon Oder sonstige Heiflluft 
verwenden und das Gehause niemals direkter Sonneneinstrahlung 
aussetzen. Andernfalls kann es zu Materialbeeintrachtigungen von 
Gehause und 0-Ring kommen, so dass die Wasserdichtigkeit nicht mehr 
gewahrleistet werden kann. 

• Beim Abwischen darauf achten, das Gehause nicht zu zerkratzen. 
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7. Wartung der Wasserdichtigke け 


Warm immer der hintere Gehausedeckel geoffnet wird, muss der 0-Rinq 
unbedingt wie nachfolgend beschrieben einer sorqf さ Itiqen Uberprufung 
unterzogen werden. 


Entfernen des O-Rings 

Offnen Sie das Gehause vorsichtig und entnehmen Sie den 0-Ring. 

Gehen Sie hierzu wie foigt vor: 

① Fuhren Sie den 0-Ring-Entferner zwischen dem 0-Ring und einer 
Seite der 0-Ring-Nut ein. 

⑤ Schieben Sie die Spitze des eingefuhrten 0-Ring-Entferners unterden 
0-Ring. 

(Achten Sie darauf, dass die 0-Ring-Nut nicht mit der Spitze des 0- 
Ring-Entferners verkratzt wird.) 

⑤ Fassen Sie den aus der Ringnut angehobenen 0-Ring mit den 
Fingerspitzen und nehmen Sie ihn vorsichtig vollstandig heraus. 
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Reinigen des O-Rings 


Die Reinigung des O-Rings sollte in zwei Schritten erfolgen: Nehmen Sie 
zunachst eine visuelle Uberprufung des O-Rings vor, wahrend der Sie 
anhaftende Fremdkorper entfernen und den Ring auf sichtbare Schaden 
untersuchen. In einem zweiten Schritt tasten Sie den gesamten Ring 
vorsichtig mit den Fingerspitzen auf noch anhaftende Fremdkorper, 
Risse, Verhartungen Oder sonstige Schaden ab. 



Entfernen Sie alle in der 0-Ring-Nut befindlichen Schmutzpartikel und/ 
Oder Fremdkorper mit einem sauberen, flusenfreien Tuch. 
Gegebenenfalls an der 0-Ring-Kontaktflache des vorderen 
Unterwassergeh さ usedeckels befindliche Sand- Oder Schmutzpartikel 
mussen gleichfalls sorgfaltig entfernt werden. 



AVORSICHT: 

• Die Oberprufung auf Wasserdichtigkeit muss vorgenommen werden, noch 
bevor Sie dieses Produkt das erste Mai nach dem Kauf unter Wasser 
verwenden. 

• Zum Entfernen des 0-Rings Oder Reinigen der Ringnut keinen scharfen 
Oder spitzen Gegenstand verwenden, da hierdurch Schaden verursacht 
werden konnen, die ggf. zum Verlust der Wasserdichtigkeit fuhren. 

• Beim Abtasten des 0-Rings darauf achten, diesen nicht zu dehnen. 

• Zum Reinigen des O-Rings niemals Alkohol, Benzin Oder さ hnliche 
Losungsmittel bzw. chemische Reinigungsmittel verwenden. Andernfalls 
kann der 0-Ring beschadigt werden Oder schneller verschleifien. 


DE 30 

























Anbringen des O-Rings 

Vergewissern Sie sich, dass keinerlei Fremdkorper am 0-Ring anhaften 
und fetten Sie ihn leicht mit dem mitgelieferten Silikonfett ein. Legen Sie 
den 0-Ring in die Ringnut ein und vergewissern Sie sich dabei, dass er 
einwandfrei sitzt. 

Einfetten des O-Rings 



Entnehmen Sie die 
geeignete Menge 
Siliconfett. 




Vergewissern Sie sich, dass Ihre Finger 
und der O-Ring einwandfrei sauber sind. 
Drucken Sie ca. 5 mm Siliconfett aus der 
Tube vorsichtig auf Ihre 円 ngerkuppe. (5 
mm Siliconfett wird empfohlen.) 

2 

Tragen Sie das 
Siliconfett auf den 
0-Ring auf. 


理 


Halten Sie den O-Ring zwischen 

Daumen und zwei Fingern und reiben 

Sie hierbei das Fett entlang des O-Rings 
vorsichtig ein. Achten Sie darauf, dass 
der O-Ring hierbei nicht Qbermafiig 
gedehnt Oder verdreht wird. 

3 

Gberprufen Sie den 
0-Ring auf 
einwandfreien 

Zustand. 

可 


Vergewissern Sie sich durch Abtasten 
und eine visuelle Clberprufung, dass der 
eingefetteten O-Ring nicht bescnadigt 
ist. Falls irgendeine Beeintrachtigung 
festgestellt wird, muss der O-Ring sofort 
gegen einen neuen ausgetauscht 
werden. 

4 

Tragen Sie das 
Siliconfett auf die 
0-Ring- Kontaktflache 
auf. 


m 


Verwenden Sie die auf Ihren 
Fingerkuppen verbliebenen Fettreste, 
um die Kontaktflache am vorderen 
Gehausedeckel zu saubern und 
einzufetten. 


AVORSICHT: 

• Fuhren Sie stets eine Wartung zum Erhalt der Wasserdichtigkeit durch, 
selbst wenn das Gehause nur zu einem Batterie- Oder 
Speicherkartenwechsel geoffnet wurde und hierauf weiter zur Aufnahme 
verwendet werden soil. Andernfalls besteht die Gefahr, dass das Gehause 
bei der nachsten Verwendung nicht mehr wasserdicht ist. 

• Wird das Gehause fur langere Zeit nicht verwendet, muss der 0-Ring aus der 
Ringnut entnommen werden, um Verformungen zu vermeiden. Den 0-Ring leicht 
mit Siliconfett einfetten und in einer sauberen Plastiktute o. さ . aufbewahren. 

• Wird das Gehause abgetrocknet, ohne dass alle Saizreste sorgfaltig 
entferntwurden, konnen Funktionsbeeintrachtigungen auftreten. Saizreste 
stets sorgfaltig entfernen! 
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Austausch von VerschleiRteilen 

• 0-Ringe unterliegen VerschleiRerscheinungen. Unabhangig von der 
Gebrauchshaufigkeit des Geh さ uses sollte der 0-Ring mindestens 
einmal im Jahr qegen einen neuen ausgetauscht werden. 

• Der Verschleifi des 0-Rings schwankt in Abhangigkeit von den Einsatz- 
und Lagerungsbedingungen. Falls Verformungen, Risse Oder 
Verhartungen etc. festgestellt werden, muss der 0-Ring umgehend 
ausgewechselt werden. 

Hinweis: 

Achten Sie beim Kauf neuer 0-Ringe, von Silicagel und Siliconfett auf 
original Olympus Produkte. Dies© sind bei Ihrem Olympus Fachhandler Oder 
Kundendienst erh さ Itlich. 
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8. Anhang 

Fragen und Antworten zur Verwendung der PT-043 


Q1: Welche Kameramodelle sind fur dieses Geh さ use geeignet? 

A1:Dieses Produkt (PT-043) ist ausschliefilich fur das 

Digitalkameramodell |j 1030 SW/Stylus 1030 SW geeignet. 

Q2: Worauf ist zu achten, wenn eine Digitalkamera in das Gehause eingese じ t wird? 

A2: Beim Einsetzen der Digitalkamera in das Gehause muss auf die 

folgenden Punkte geachtet werden: 

① Verqewissern Sie sich, dass die Batterieleistung der Digitalkamera 
ausreichend ist. Bei Unterwasseraufnahmen ist der Stromverbrauch 
besonders hoch, weil haufig die Blitzfunktion eingesetzt wird. 

② Uberprufen Sie die Zahl der verfugbaren Aufnahmen auf der 
Speicherkarte. Bitte eine Karte mit moglichst hoherfreier 
Speicherkapazitat verwenden, urn ein haufiges Wechsein mit dem damit 
verbundenen Offnen und SchlieGen des Geh さ uses zu vermeiden. 

⑤ Entfernen Sie den Trageriemen von der Digitalkamera. Falls der 
Trageriemen nicht von der Digitalkamera entfernt wird, kann sich 
dieser wahrend des Einsetzens zwischen den Geh さ usedeckein 
verfangen und die Wasserdichtigkeit beeintrachtigen. 

@ Schalten Sie die Kamera ab. 

⑥ Vergewissern Sie sich vor dem Schliefien des Gehauses, dass 
der 0-Ring einwandfrei in der Ringnut sitzt. 

⑥ Vergewissern Sie sich, dass der 0-Ring und die Kontaktfl さ chen 
am Gehause frei von Fremdkorpern und Verunreinigungen sind. 

⑦ Legen Sie den Silicagel-Beutel zur Vermeidung von 
Kondensationsbeschlag ein. Verwenden Sie ausschlieGlich 
Olympus Silicagel. 

Q3: Worauf ist zu achten, wenn das Gehause in Gebrauch ist Oder 

gelage け wird? 

A3; Bitte achten Sie auf die folgenden Punkte: 

① Wenn auf den 0-Ring von auGen zu hoher Druck ausgeubt wird 
und/oder wenn sich das Gehause verzieht, kann es zum 
Verlust der Wasserdichtigkeit kommen. 
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② Wenn das Geh さ use an den nachfolgend aufgelisteten Orten verwendet, 
abgelegt Oder aufbewahrt wird, kann es zu Funktionsbeeintrachtiqungen 
Oder Scnaden kommen. Vermeiden Sie die folgenden Orte: 

• Orte, an denen direkte Sonneneinstrahlung sowie extrem hohe Oder niedrige 
Temperaturen und/oder extreme Tempera 山 rschwankungen auftreten konnen 

• Orte mit offenem Feuer 

• Orte, an denen fluchtige Chemikalien aufbewahrt Oder 
verwendet werden 

• Orte, an denen Vibrationen auftreten konnen 

⑤ In den folgenden Fallen kannes beiim Gehause eingesetzter Digitalkamera 
zu Funktionsbeeintrachtigungen und/oder Schaden am Gehause Oder an 
der Kamera kommen. Vermeiden Sie die folgenden Orte: 

• Zusammenprallen mit harten Geqenstanden 

• Herunterfallen 

• Hohe Gewichtsbelastung 

④ Bei langerem Nichtqebrauch kann es zu Schimmelbildung etc. 
kommen. Vor dem Gebrauch sind eine Uberprufung aller Teile auf 
Funktionsf さ higkeit sowie die in dieser Anieitung beschriebenen ersten 
und abschliefienden Systemchecks durchzufuhren. 

Worauf ist zu achten, wenn das Gehause geoffnet und geschlossen wird? 

Bitte achten Sie auf die folgenden Punkte: 

® Das Gehause niemals an Orten offnen, die Spritzwasser, 
Gischt, Flugsand etc. ausgesetzt sind. 

⑤ Sorgfaltig den Bereich zwischen den Gehausedeckein sowie alle 
hervorstehenden Teile und Einbuch 山 ngen (z. B. Schliefihebel) trockenreiben. 
Ansonsten Konnen beim Offnen des Gehauses Wassertropfen eindringen. 

⑤ Beim Offnen unbedingt vermeiden, dass Wasser von auGen 
(aus dem Haar Oder vom Taucheranzug tropfendes Wasser 
etc.) in das Inner© des Gehauses Oder auf die Kamera gelangt! 

④ Bei qeoffnetem Gehause den 0-Ring und die Kontaktflachen 
am Gehause auf Fremdkorper, wie Haare, Fasern, Sandkorner 
etc., uberprufen und diese gegebenenfalls sorgfaltig entfernen. 

® Niemals die Digitalkamera und Zubehor, wie Speicherkarten etc., mit 
schmutzigen Oder von Saizwasser feuchten Handen beruhren! 

⑥ Falls Sie wahrend des Tauchgangs Wasser im Gehauseinneren feststellen, den 
Tauchgang sofort abbrechen. Falls Wasser an der Digitalkamera festgestellt wird, 
muss diese sofort trockengerieben und auf ihre Funktionstuchtigkeit uberpruft 
werden. Uberp 怕 fen Sie das Gehause wie in dieser Anieitung beschrieben auf 
mogliche Ursachen fur das Eindringen von Wasser. 


Q5: Worauf ist zu achten, wenn das Gehause gelagert wird? 

A5: Nach dem Gebrauch die Digi ね Ikamera umgehend entnehmen (s. hierzu Abschnit け： 

Behandlung nach dem Gebrauch) und das Gehause mit klarem Wasser reinigen. Nach dem 
Gebrauch in Saizwasser sollte das Gehause fur einen ausreichenden Zeitraum in einenmit 
klarem Leitungswasser ge 制 Iten Behalter eingetaucht werden, um Saizwasser/Saizreste zu 
entfernen. Bedienen Sie die Tasten und Hebei unter Wasser, um die beweglichen Teile zu 
drehen und jegliche Saizreste abzuspCilen. Nach dem Waschen ein trockenes Tuch ohne 
Saizreste verwenden, das Gehause damit trocken wischen und dannim Schatten trocknen 
lassen. Das Gehause hierauf zum volls 悟 ndigen Trocknen an einen gut belCifteten und 
gegen direkte Sonneneinstrahlung geschutzten Ort legen. Zum Trocknen niemals einen 
F 加 Oder sonstige HeiRluft verwenden und das Gehause niemals direkter 
Sonneneinstrahlung aussetzen. Andernfalls kann es zu Verformungen, Verfarbung und/ 
Oder Bruch des Ge お uses und Materialbeein 帕 chtigungen des 0-Rings kommen. Die 
Gehauseinnenseite mit einem sauberen weichen und fusselfreien Tuch auswischen. Den 
0-Ring entnehmen und sowohl diesen als auch die Ringnut sowie die Kontaktflachen am 
Gehause gie に hfalls mit einem sauberen, fusselfreien Tuch sorgfaltig reinigen. Zum 
Entfernen des 0-Rings keinen scharfen Oder spitzen Gegenstand verwenden. Andernfalls 
kann der 0-Ring beschadigt werden, was den Verlust der Wasserdichtigkeit zur Folge 
haben kann. Verwenden Sie stets den mitgelieferten O-Ring-Entferner. 

Q6: Worauf ist beim Fotografieren unter Wasser zu achten? 

A6: Bitte achten Sie auf die folgenden Punkte; 

① Das Gehause mit der mitgelieferten Handgelenkschlaufe am 
Handgelenk anbringen. 

② Darauf achten, dassdas Objektivfenster nicht durch Finger etc. 
verdeckt wird. Achten Sie darauf, wie Sie das Gehause halten. 

(3) Das Gehause beim Auslosen mit beiden Handen seitlich 
fassen und den Auslosehebel ruckfrei herunterdrucken, um ein 
Verwackeln zu vermeiden. 

④ Zur Bilduberwachung des Motivs verwenden Sie den LCD- 
Monitor der Digitalkamera, derim LCD-Monitorfenster des 
Gehauses sichtbar ist, und fuhren dann die Aufnahme durch. 
Um Aufnahmeausf さ lie infolge unzureichender Batterieleistung 
zu vermeiden, sollte vor dem Tauchgang eine voll geladene 
Batterie in die Digitalkamera eingelegt werden. 


Q7: Worauf ist zu achten, urn das Gehause auf Wasserdichtigkeit zu uberprufen? 

A7: Hierzu erst den ersten und bei installierter Kamera den abschliefienden 

Systemcheck durchfuhren. Der erste Systemcheck einschliefilich eines 
Tauchgangs ohne eingesetzte Kamera bis auf die beabsichtigte Tiefe wird 
empfohlen. Falls dies nicht moglich ist, sollte dieser Test zumindest bei 1 
m Wassertiefe Oder in einem Wasserbeh 劲 ter (Badewanne etc.) erfolgen. 
Der abschliefiende Systemcheck kann dann gleichfalls in einem 
derartigen Wasserbeh を Iter durchgefuhrt werden. 

Q8: Welche sind die Ursachen fur eindringendes Wasser? 

A8: Die haufigsten Ursachen werden nachfolgend aufgelistet und 

sollten unbedingt beachtet werden. Bitte funren Sie diese 
Uberprufung besonders sorgfaltig durch. 

© Wenn kein 0-Ring installiert ist. 

⑤ Wenn der 0-Ring nicht einwandfrei in der Ringnut sitzt. 

⑤ Wenn der 0-Ring Risse, Verformungen, Verhartungen etc. aufweist 
④ Wenn am 0-Rinq Schmutzpartikel Oder Fremdkorper (Sand, 

Fasern, Haare etc.) anhaften 

⑥ Wenn in der Ringnut Oder an den Kontaktflachen am Gehause 
Schmutzpartikel Oder Fremdkorper (Sand, Fasern, Haare etc.) anhaften 

⑥ Wenn beim Schliefien des Gehauses Trageriemen, Silicaqel- 
Beutel etc. zwischen den Gehausedeckein eingeklemmt werden 
® Bei grob fahrlassiger Handhabung, z. B. Sprung ins Wasser mit in 
der Hand gehaltenem Oder in einer Aufientasche verstautem 
Gehause Oder Werfen des Gehauses in das Wasser Oder plotzlicher 
hoher Druckeinwirkung auf das Gehause etc. Das Gehause stets 
vorsichtig und uberlegt handhaben. Wenn Sie ins Wasser gehen, 
das Gehause behutsam einer anderen Person geben Oder 
Erschutterungen auf eine andere Art und Weise vermeiden. 

Q9: Worauf ist bei der Wartung des 0-Rings zu achten? 

A9; Bitte achten Sie auf die folgenden Punkte: 

① Zum Reinigen des 0-Rings niemals Alkohol, Benzin Oder ahniiche 
Losungsmittel bzw. chemische Reinigungsmittel verwenden. Andernfalls 
kann der 0-Ring beschadigt werden Oder schneller verschleiBen. 


® AusschlieRlich das spezifisch geeignete original Olympus Siiiconfett 
(weifie Kappe) verwenden. Das fett (rote Kappe), das bis zum Modell 
PT-008 verwendet wurde, sowie das Fett anderer Hersteller ist nicht 
fur den Silicon-O-Ring geeignet. Die Verwendung anderer Fette kann 
zur Beintrachtigung der Oberflache und Wasserdichtheit fuhren. 

⑤ Bel langerem Nichtgebrauch den 0-Ring aus der Ringnutentnehmen, 
urn Verformungen zu vermeiden. Den entnommenen 0-Ring hierauf mit 
dem geeigneten Siiiconfett leicht einfetten und dann in einer sauberen 
Plastiktute etc. aufbewahren. Zur erneuten Verwendung den 0-Ring 
sorgfaltig auf einwandfreien Zustand uberprufen. Schaden, 
Verformungen, Verhartungen Oder Zusammenkleben durfen nicht 
auftreten! Fetten Sie den 0-Ring erneut wie in dieser Anieitung 
beschrieben leicht ein. Die Verwendung von zu viel Siiiconfett 
verbessert nicht die Wasserdichtigkeit Oder DruckbestandigKeit, 
sondern erleichtert das Anhaften von Fremdkorpern und 
Schmutzpartikein am 0-Ring! Dadurch konnen Sand und Staub leichter 
haften bleiben. Eine dunne, gleichmafiige Schicht ist am besten. 

④ 0-Ringe unterliegen VerschleiRerscheinungen. Mindestens 
einmal pro Jahr ersetzen. 

® Der Verschle 化 des 0-Rings schwankt in Abhangigkeit von den 
Einsatz- und Lagerungsbedingungen. Falls Verformungen, 
Risse Oder Verhartungen etc. festgestellt werden, muss der 
0-Ring umgehend ausgewechselt werden. 


Q10: Worauf ist bei der Wartung des Geh さ uses zu achten? 

A10: Bitte achten Sie auf die folgenden Punkte: 

① Die nachfolgend aufgelisteten Chemikalien durfen keinesfalls 
zur Reinigung, als Rostschutz- Oder Antibeschlagsmittel Oder 
fur Reparaturen und ahniiche Zwecke verwendet werden. 

• Das Geh を use niemals mit Alkohol, Benzin, Farbverdunner Oder 
sonstigen fluchtiqen organischen Losungsmittein bzw. chemischen 
Reinigern saubern. Klares Wasser (kalt Oder lauwarm) ist ausreichend. 

• Keine Rostschutzmittel verwenden. Die Metallteile sind aus 
Aluminium, rostfreiem Stahl Oder aus Messing gefertigt. Die 
Reinigunq mit klarem Wasser ist ausreichend. 

• Keine handelsublichen Antibeschlagsmittel verwenden. 
AusschlieGlich Olympus Silicagel verwenden. 

• Niemals Klebstoffe Oder selbstkiebende Folie etc. zur Reparatur Oder fur 
ahniiche Zwecke verwenden. Falls eine Reparatur erforderlich wird, wenden 
Sie sich bitte an Ihren Fachhandler Oder den Olympus Kundendienst. 
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Q11: Was ist im Falle einer erforderlichen Reparatur zu tun? 

A11:Falls eine Reparatur erforderlich wird, wenden Sie sich bitte an Ihren Fachhandler 
Oder den Olympus Kundendienst. Niemals versuchen, Reparaturarbeiten selbst 
durchzufuhren Oder das Geh さ use zu zerlegen Oder umzubauen! Werden 
Reparatur- Oder Umbauarbeiten durch Sie Oder von OLYMPUS IMAGING CORP. 
nicht autonsierte Dritte durchgefuhrt, erlischt Ihr Garantieanspruch. 

F12: Welche Zubehorartikel sind fur PT-043 erhaitlich? 

A12: Die folgenden Zubehorartikel sind erhaltlich: 

① 0-Ring fijr Geh 自 use PT-043 (POL-042): Silikon-Gummiring zur 

wasserundurchl お sigen Abdich 山 ng zwischen vorderem und hinterem Geh さ usedeckel 
des PT-043. Andere O-Ring-Ausfuhmngen konnen nicht verwendet werden. 

感 Siliconfett (PSOLG-1 口 / 3): Geeignete Schmierpaste zur Pfiege 
des 0-Rings. 

⑤ Silicagel (SILCA-5S): Trockenmittel zurVermeidung von Kondensationsniederschlag 
an der Gehauseinnenseite. Eine Packung enthaltS 日 eutel. 

® LCD-Monitor-Blendschutzhaube (PFUD-07): Diese Haube wird 
am し CD-Monitor-Fenster des Gehauses angebracht, um eine 
deutlichere Bildschirmanzeige zu erzielen. 

* 巨 ezuglich des Austausches von Teilen wenden Sie sich 
bitte an Ihren Olympus Fachhandler oder Kundendienst. 
Der Teiletausch wird in Rechnung gestellt. 

* Das Tariergewicht wird nicht zu PT-043 mitgeliefert. 

Technische Daten 


Geeignetes 

Kameramodell 

Olympus Diqitalkamera 

M 1030 SW/Stylus 1030 SW 

Drucktestigkeit 

Bis zu 40 m Wassertiefe 

Konstruktion 

Geh を use: Durchsichtiges Polycarbonat 

Schliefihebel: Rostfreier Stahl 
Griff/Auslosehebel/Bedienungselemente: Polycarbonat 
Objektivfenster: FL-Glas 

Bewegliche Teile der Bedienelemente: Rostfreier Stahl 

Durchmesser 
des Objektivrings 

052 mm 

Abmessungen 

Breite 134 mm x Hohe 106 mm x Tiefe 70,5 mm 
(ohne hervorstehende Teile) 

Gewicht 

355 g (ohne Kamera und Zubehor) 


Anderungen der Konstruktion und der technischen Daten jederzeit ohne Vorankundigung vorbehalt 即 . 
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■ Muchas gracias por adquirir la caja estanca PT-043. 

■ Lea con detenimiento este manual de instrucciones y utilice el producto 
siguiendo las medidas seguridad y del modo adecuado. Conserve este 
manual de instrucciones para referencia despues de su lectura. 

■ El uso incorrecto puede ocasionar danos a la camara del interior de 
la caja debido a filtraciones de agua, y es posible que no se pueda 
efectuar su reparacion. 

■ Antes del uso, Neve a cabo una verificacion previa tal como se 
describe en este manual. 


Introduccion 

■ •Queda prohibida toda copia total o pardal no autorizada de este manual 
salvo para uso privado. Queda terminantemente prohibida toda 
reproduccion no autorizada. 

• OLYMPUS IMAGING CORP. no se hara responsable en ningun caso 
de perdidasde beneficioso reclamaciones de terceros cuando el origen 
de los danos sea un uso incorrecto de este producto. 

• OLYMPUS IMAGING CORP. no se hara responsable de danos, perdida 
de beneficios, etc., que se ocasionen por la perdida de datos de 
imagenes debido a defectos, al desmontaje, reparacion o alteracion de 
este producto por personas no autorizadas especificamente por 
OLYMPUS IMAGING CORP. o bien, por cualquier otro motivo. 

Lea atentamente las siguientes indicaciones antes de 
utilizar el producto 

Esta caja es un dispositive de precision disenado para su utilizacion a una 
profundidad de hasta 40 m. de agua. Por favor, utilice esta unidad con 
mucho cuidado. 

• Para garantizarun uso correctoy segurode la caja, lea las instrucciones 
sobre su manejoy ejecucion del sistema de verificacion, asi como sobre 
su cuidado, mantenimiento y almacenamiento. 

• OLYMPUS IMAGING CORP. no asumira ninguna responsabilidad por 
los danos relacionados con la inmersion de una camara digital en agua. 
Ademas, no se reembolsaran los gastos relacionados con el deterioro 
de materiales internos o con la perdida de los contenidos grabados que 
se deban a que haya entrado agua en la camara. 

• OLYMPUS IMAGING CORP. no abonara indemnizacion alguna por 
accidentes (danos personales o materiales) que se produzcan durante 
la utilizacion de este producto. 


SP2 



Para un uso seguro 


En este manual de instrucciones se utilizan varias pictografi'as para el uso 
correcto del producto y para evitar peligros al usuario y a otras personas, 
asi como danos en la propiedad. Estas pictografias y sus significados se 
indican a continuacion. 


A ADVERTENCIA 

Esto indica un contenido que podri'a tener como 
resultado la muerte o una lesion grave en el caso 
de efectuarse el manejo sin tener en cuenta esta 
indicacion. 

A PRECAUCION 

Esto indica un contenido que podri'a tener como 
resultado una lesion grave o un dano material en 
el caso de efectuarse el msnejo sin tener en 
cuenta esta indicacion. 


A ADVERTENCIA 

① Mantenga este producto fuera del alcance de beb お ， de ninos 
pequenos 0 mayores. Se pueden producir los siguientes tipos de 
accidentes. 

• Lesiones por la cai'da del producto sobre el cuerpo desde cierta 
altura. 

• Lesiones ocasionadas en alguna parte del cuerpo como 
consecuencia de las piezas moviles, que se abren y cierran. 

• Ingestion de piezas pequenas. Consulte de inmediato a un medico 
en el caso de inqerirse alguna pieza. 

• El disparo del flash delante de los ojos puede ocasionar una lesion 
permanente de la vista, etc. 

③ No la guard© con la pila alojada en la camara digital en este producto. 
El almacenamiento con una pila instalada puede dar lugar a una fuqa 
del liquido de la pila y ocasionar fuego. 

® Si tuviera lugar una filtracion de agua con la camara instalada en este 
producto, saque rapidamente la pila de la camara. Se pueden producir 
inflamacion y explosion por la generacion de gas hidrogeno. 

④ Este producto esta hecho de resina. Se pueden producir lesiones si se 
rompe a causa de un fuerte impacto contra una roca u otros objetos 
solidos. Por favor, utilice esta unidad con mucho cuidado. 

⑥ La silicagel y la grasa de silicona de este producto no son comestibles. 
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A PRECAUCION 



® No desmonte ni modifique este producto. Podria causar una filtracion 
de agua u otros problemas. En el caso de desmontaje o mod げ icacion 
por personas que no sean las designadas por OLYMPUS IMAGING 
CORP. la garantia no sera aplicable. 

② No coloque este producto en lugares con temperaturas anormalmente 
altas 0 bajas ni en lugares con cambios extremes de temperatura. El 
producto se puede deteriorar. 

@ La apertura 0 cierre en lugares con mucha arena, polvo o suciedad 
puede afectar la caractenstica de impermeabilidad y causar una 
filtracion de agua. Se debe evitar tal cosa. 

④ Este producto ha sido disenado y fabricado para su utilizacion a 
profundidades acuaticas de hasta 40 m. Tenga en cuenta que el 
buceo a una profundidad que supere los 40 m puede causar una 
deformacion o un dano permanent© a la caja y a la camara que esta 
en su interior o puede dar lugar a una filtracion de agua. 

⑥ Una manipulacion brusca, como saltaral agua con la caja en la mano 
0 en un bolsillo exterior, o arrojaria al agua, podria provocar 
filtraciones de agua. Le recomendamos que tenga cuidado cuando la 
u 川 ice. 

⑥ Si la camara se mojara en el interior de la caja debido, por ejempio, a 
filtraciones de agua, seque inmediatamente la humedad y verifique 
que la camara funciona correctamente. 

® Retire la junta torica cuando viaje por aire. De lo contrario puede que 
la diferencia de presion atmosfenca imposibilite la apertura de la caja. 

⑥ Para garantizar una manipulacion y funcionamiento seguros y sin 
problemas de la camara digital que alberga la caja, lea atentamente el 
manual de instrucciones de la camara. 

® Cuando cierre hermeticamente el producto, asegurese de que en las 
superficies de contacto o en las juntas toricas no se alojan particulas 
extranas. 


Pilas 

• Utilice solo una pila recargable de litio-ion (LI-50B) con la camara. 
•Tenga cuidado para que el electrodo de la pila no se moje. Esto puede 
ocasionar problemas o accidentes. 

參 Lea detenidamente el manual de instrucciones de la camara para 
conocer otras precauciones en relacion a las pilas. 
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Ajustar el modo de escena de toma fotografica debajo del agua 

•Las camaras |j 1030 SW/Stylus 1030 SW incorporan varios modos de 
escena de toma fotografica, incluidos el modo gran angular y el modo macro. 
Seleccione el modo mas adecuado, segun la escena que quiera fotografiar. 
Para los detalles, vea la parte titulada "5. Toma fotografica debajo del agua 
de acuerdo al tipo de escena" {p.24) de este manual. 

•Para los detalles sob re el ajuste de modo, consult© el manual de 
operacion de la camara digital. 

Para la prevencion de accidentes por filtracion de agua 


Si tiene lugar una filtracion de agua mientras se usa este producto, es 
posible que no se pueda efectuar la reparacion de la camara alojada en 
el mismo. Observe las siguientes precauciones para el uso. 

① Cuando cierre hermeticamente este producto, asegurese de que no hay 
adheridos pelos, fibras, granos de arena u otras materias extranas no 
solo en la junta torica sino tambien en la superficie de contacto (tapa 
frontal). Hasta un solo pelo o un diminuto grano de arena podri'a 
ocasionar una filtracion de agua. Verifique con especial cuidado. 


Ejemplos de materias extranas adheridas a la junta torica 



Pelo Fibras Granos de arena 


⑤ し a junts torica es una pieza consumible. Por favor, sustituyala por una 
nueva, al menos una vez a I afio. Antes de cada uso, reslice el 
mantenimiento adecuado. 

® El deterioro de la junta torica sera aun mayor segun las conaiciones 
de uso y las de almacenamiento. Cambie de inmediato la junta torica 
por otra nueva si es お danada, si presenta algun tipo de agrietamiento, 
0 si ha perdido su elasticidad. 

④ Al realizar el mantenimiento de la junta torica, limpie el interior de la 
ranura de la junta torica y confirm© que no hay suciedad, polvo, arena 
ni otra materia extrana. 

⑥ Apliqueen la junta torica la qrasa de silicona indicada para este tipo de juntas. 
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® La funcion de impermeabilidad no es efectiva si la junta torica no esta 
instalada correctamente. Cuando instale la junta torica, tenga cuidado 
de que no sobresalga de la ranura y que no este retorcida. Ademas, 
cuando cierre hermeticamente la caja, cierre la tapa despues de 
confirmar que la junta torica no se haya salido de la ranura. 

® Este producto es hermetico y esta hecho de plastico (policarbonato). 
Cuando se deja por un penodo de tiempo prolongado en un auto, en una 
embarcacion, en la playa o en otros lugares que alcancen una alta 
temperatura, 0 cuando queda expuesto por mucho tiempo a una fuerza 
externa irregular, puede que se deforme y se pierda la funcion de 
impermeabilidad. Preste especial atencion para controlar la temperatura. 
No coloque objetos pesados dentro del producto durante el 
almacenamiento o el transports, y evite el almacenamiento irrazonable. 
⑧ Cuando la superficie de contacto de la junta torica se presiona con 
fuerza desde el exterior de la caja, o cuando se tuerce la caja, puede 
que se pierda la funcion de impermeabilidad. Tenga cuidado de no 
ejercer una fuerza excesiva. 

⑥ Asegurese de realizar siempre la prueba avanzada y la prueba final 
antes de usar la caja. 

⑩ Si Ud. notara gotas de aqua u otros signos defiltracion deagua durante 
la toma de fotografias, finalice el buceo de inmediato, elimine el agua 
de la camara y del producto, haga un examen de acuerdo con el punto 
"Verificacion final", y confirm© si ha tenido lugar una filtracion o no. 

Manipulacion del producto 

• La u 川 izacion 0 almacenamiento del producto en los lugares siguientes 
puede dar lugar a una operacion defectuosa, defectos, problemas, danos, 
fuego, nubosidad interior o filtraciones de agua. Se debe evitar tal cosa. 

• Lugares con temperaturas altas como las zonas expuestas directamente 
a la luz del sol, como pueda ser el interior de un coche, etc. 

• Zonas de fuego abierto 

• Aquas con mas de 40 m de profundidad 

• Lugares expuestos a vibraciones 

• Lugares con temperaturas y humedad elevadas, o con cambios 
bruscos de temperatura 

• Lugares donde se almacenen o utilicen sustancias quimicas volatiles 

• Este producto esta hecho de resina de policarbonato de excelente resistencia 
a los impactos, perose puede danarsi se golpea contra rocas, etc. Asimismo, 
se puede romper si se qolpea contra objetos duros o si se deja caer. 

• Este producto no es una caja para amortiguar los impactosala camara que esta 
en su interior. Cuando este producto con una camara digital ensu interior recibe 
golpesose coiocan objetos pesados sobre el mismo, la camara digital se puede 
danar. Por favor, utilice esta unidad con mucho cuidado. 


•Cuando el producto nose utiliza porun pen'odo de tiempo prolongado, puede decaer 
el rendimiento de su impermeabilidad a causa del deterioro de la junta torica, etc. 
Antes de la u 川 izacion, realice siempre una verificacion previa y otra final. 

•No aplique una fuerza excesiva sobre la asiento del tn'pode ni sobre la 
monturs auxiliar. 

•Cuando se usa el flash mientras se esta utilizando la caja, pueden 
aparecer sombras en los hordes de la fotografi'a. Esto es especialmente 
notable cuando se toman fotoqrafias en el modo macro en el lado de 
qran angular. Utilice el flash despues de la confirmacion de la imagen. 

•No utilice los siguientes productos quimicos para la limpieza, prevencion 
de la corrosion, prevencion de empanamiento, reparacion ni para otros 
propositos. Cuando tales productos se utilizan para la caja, directa o 
indirectamente (con las sustancias q 山 micas en estado vaporizado), los 
mismos pueden ocasionarfisuras bajo alta presion u otros problemas. 


Productos qui'micos 
que no se pueden usar 

Explicacion 

Solventes organicos 
volatiles, 

detergentes quimicos 

No limpie la caja con alcohol, gasolina, diluyentes u 
otros solventes organicos volatiles, ni con detergentes 
qui'micos, etc. Es sut に lente el uso de agua limpia o tibia. 

Agentes 

snticorrosivos 

No utilice agentes anticorrosivos. Las piezas metalicas 
estan hechas de acero inoxidable o laton. Lsve la caja 
con agua pura. 

Agentes 

desempanadores 

comerciales 

No utilice agentes desempanadores comerciales. Use 
siempre la silicagel disecante especificada. 

Grasa distinta de la 
grasa de silicons 
especificada 

Utilice unicamente la grasa de silicona indicada para las 
juntas toncas, ya que de lo contrario la superficie de la 
junta torica podria deteriorarse pudiendo filtrar el agua. 

Adhesivos 

No utilice adhesivos para reparaciones ni para otros 
propositos. Cuando sea necesaria una reparacion, 
pongase en contacto con el distribuidor o con un 
centra de servicio de OLYMPUS IMAGING CORP. 


•No lleve a cabo operaciones que no sean las especificadas en este 
manual de instrucciones, no saque ni modifique piezas que no sean las 
especificadas, ni utilice piezas distintas de las especificadas. 

Cualquier problema al hacer fotografias o que pueda tener el equipo y 
que este relacionado con las acciones mencionadas anteriormente, 
estara fuera de la cobertura de la garantia. 

•OLYMPUS IMAGING CORP. no asumira ninguna responsabilidad por 
los danos relacionados con la inmersion de una camara digital en agua. 

•OLYMPUS IMAGING CORP. no abonara indemnizadon alguna por 
accidentes (danos personales o materiales) que se produzcan durante 
la utilizacion de este producto. 
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1.Preparaciones 




Compruebe el contenido del paquete. 

Compruebe que todos los accesorios estan en la caja. 

Si falta algun accesorio o esta danado, pongase en contacto con el 
distribuidor. 




Manual de instrucciones (este manual) 


Dtornu. CAMERA 



Lista de distribuidores de OLYMPUS 
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Nombres de las piezas 




巧 Grip 

巧 Cubierta de difusor y 
③ Palanca de disparador 
*® Bo 化 n POWER 
*參 Montura de accesorio 
參 Taps delantera 
巧 Gancho de hebilla 
感 Palanca de bloqueo/ 
desbioqueo de hebilla 
⑥ Correa de la tapa del 
objetivo 

I Tapa del objetivo 
Ventanilla del objetivo 
Aro del objetivo 
Correa de mano 
Aro de correa de 
mano 


® Carriles de gufa de 
carga 

愛 Parasol interne de LCD 
® Junta torica 
爾 Asiento de tripode 
® Parasol de proteccion 
de luz 

@ Visera de LCD 
Bo 化 n 化 / Teclas de 
control 

* 袋 Bo 化 n MENU 

* 愛 Botones de Zoom 
Perilla de rueda de 
modo 

* 透 ) Bo 化 n 因 / Teclas de 
control 

* 愛 Bo 化 n 田 

* 愛 ! Bo 化 n ^/Teclas de 
control 

* 透 ) Bo 化 n OK/FUNC 


• 蠻 Boton が 

*额 Boton AFL (*1)/Teclas de 
control 

(*1 )(En los modos gran 
angular submarino1o escena 
macro submarina, el boton de 
navegacion con la flecha hacia 
abajo funciona como el boton 
AF LOCK (bloqueo AF).) 

*舜 Boton DISP./© 

感 Ventanilla de monitor de 
LCD 

S Tapa trasera 

Correa de visera de LCD 
Grasa de silicons 
(Tapa blanca) 

® Silicagel 

透 ) Extractor de junta torica 


Nota: 

Las partes de operacion de la caja marcadas con * corresponden a las 
piezas de funcionamiento de la camara digital. Cuando funcionan las piezas 
de operacion de la caja, tambien funcionaran las funciones 
correspondientes de la camara digital. Para mas informacion sobre las 
funciones, consult© el manual de instrucciones de la camara digital. 
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Coloque la correa. 

Coloque la correa sobre el cuerpo de la caja. 


Imagen de instalacion Instalacion completa 



Conozca la operacion basica. 


Por favor, conozca la operacion basica de la caja antes de hacerfotos. 

Sostener la caja 

Sostenga la caja con ambas manos, mantenga los codos cerca del 
cuerpo y sujete la caja de manera que pueda confirmar la imagen en el 
monitor し Cb de Is camara digital a traves de la ventana del monitor し CD 
de la caja. 

Correct 。 Incorrecto 



aprecauciOn ： 

• No ejerza una fuerza excesiva sobre la ventana o el aro del objetivo. 

• Tenga cuidado de no colocar los dedos sobre la ventana del objetivo y el 
difusor del flash. 
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Como presionar la palanca del 
disparador 

Cuando presiona la palanca del 
disparador, hagalo suavemente, 
para evitar que la camara se mueva. 



Nota; 

Encontrara informacion mas detallada sobre el manejo del boton obturador 
de la camara en el manual de instrucciones de la camara digital. 


Como seleccionar el modo de 
toma fotografica 

Para seleccionar el modo de toma 
fotografica, gire la perilla de rueda 
de modo de la caja. 

Confirm© el modo de toma 
fotografica en el monitor し CD. 


Perilla de rueda de modo 




Como usar los botones de 
Zoom 

Se puede hacer funcionar el Zoom 
utilizando los botones de Zoom de 
esta caja que corresponden a los 
botones de Zoom de la camara 
digital en la caja. 


Botones de Zoom 
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Como utilizar el boton POWER 

Pulse el boton POWER para 
encender/apagar la camara (ON/ 
OFF). 



aprecauciOn ： 

Para ahorrar la energia de la batena, la camara se ajusta automaticamente 
al modo de reposo y el monitor se apaga si no hay actividad cuando se 
enciende la c ろ mara. La camara no hace ninguna fotografia en este modo, 
aun cuando se presions completamente el boton disparador. Utilice los 
botones de zoom u otros botones para interrumpir el modo de espera de la 
camara antes de tomar fotografi'as. La camara se apaga automaticamente 
tras 15 minutos de inactividad. Presione el boton POWER para encender la 
camara. 

Para mas detalles, consult© el manual de instrucciones de la camara digital. 
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2. Verificacion anticipada de la caja 


Prueba anticipada antes de su uso 


Las piezas de esta caja se han sometido a estrictos controles de calidad 
durante el proceso de fabricacion, e inspecciones de funcionamiento 
completas durante su ensamblaje. Adem お ， se realiza una prueba de 
presion de agua con un comprobador de presion de agua a todos los 
productos para asequrarse de que el rendimiento cumple con las 
especificaciones. 

Sin embargo, dependiendo de las condiciones de transporte, almacenaje, 
mantenimiento, etc. la funcion de hermeticidad al agua puede verse 
alterada. 

Antes de bucear, realice siempre la prueba anticipada y la prueba final de 
agua despues de la colocacion de la camara. 

Prueba anticipada 

© Antes de colocar la camara digital en la caja, sumerja la caja vacia a 
la profundidad de agua deseada para asegurarse de que no hay 
filtracion de agua. 

⑤ Las causas principales de la filtracion de agua son las siguientes. 

• No se ha colocado la junta torica. 

• Una parte de la junta tonca o la junta torica en su totalidad se 
encuentra fuera de la ranura especificada. 

• La junta torica presents dafios, grietas, deterioro o deformacion 

• Arena, fibras, cabellos u otras materias extranas fijadas en la junta 
torica, en la ranura de la junta tonca o en la superficie de contact© 
de la junta torica en la tapa delantera 

• Danos en la ranura de la junta tonca o en la superficie de contact 。 
de la junta torica en la tapa delantera 

• Presion sobre la correa, silicagel, etc., en el momento de cerrar la 
caja 

Realice la prueba cuando no exista ninquna de las causas anteriores. 



aprecauciOn ： 

•El metodo mas adecuado para verificar filtraciones de agua es sumergir la 
caja a la profundidad de agua a la que se va a utilizar. Si esto no es 
posible, la filtracion de agua tambien puede verificarse en aguas pocas 
profundas sin presion de agua. No piense que esto es demasiado molesto, 
realice siempre esta prueba. 

•Si durante una prueba previa se detecta una filtracion de agua al usarse 
normalmente, no utilice la caja y pongase en contacto con Olympus. 
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3. Instale la camara digital 


Compruebe la camara digital. 

Compruebe la camara digital antes de colocarla dentro de la caja. 

Confirmacion de pila 

La toma fotografica debajo del agua utiliza con frecuencia el flash. 
Asegurese de que las pilas tienen suficiente carga. 

Nota: 

Para evitar perder oportunidades de toma debido a una pila agotada, se 
recomienda cambiar la pila por otra completamente cargada antes de cada buceo. 

Confirmacion del numero de fotos que se pueden hacer 

Confirm© que en el almacenamiento de imagenes queda espacio 
suficiente para las fotos que va a hacer. 

Retire la correa de mano de la camara digital. 

Cuando la correa este atada a la camara digital, debe quitar la correa de mano. 

aprecauciOn ： 

• Cuando se coloca una camara digital sin retirar la correa, la correa puede 
quedar aprisionada entre las tapas de la caja, y puede ocasionar la 
filtracion de agua. 

• Al retirar la correa, manipule la camara digital con cuidado. OLYMPUS 
IMAGING CORP. no se hara responsable de los danos ocasionados por 
la cafda de la camara, etc. 


Prepare la camara. 


Camaras digitales compatibles 

Este producto (PT-043) se ha disenado para utilizarse exclusivamente 
con la camara digital |j 1030 SW/Stylus 1030 SW. 

Encender la camara digital. 

Para ahorrar la energia de la bateria, la camara se ajusta 
automaticamente al modo de reposo y el monitor se apaga si no hay 
actividad cuando se enciende la c ろ mara. La camara no hace ninguna 
fotografia en este modo, aun cuando se presiona completamente el boton 
disparador. Utilice los botones de zoom u otros botones para interrumpir 
el modo de espera de la camara antes de tomarfotografias. La camara 
se apaga automaticamente tras 15 minutos de inactividad. Presione el 
boton POWER para encender la camara. 
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Compruebe el funcionamiento de la camara. 

Compruebe si la camara funciona con normalidad, segun se describe en 
el manual de instrucciones. Tras la comprobacion, presione el boton 
POWER de la camara para apagarla (OFF). 

Abra la caja. 

Utilice el extractor de la junta torica provista como se describe a continuacion. 
① Insert© la seccion del gancho debajo de la palanca de bloqueo/ 
desbioqueo de hebilla. 

⑤ Tire lentamente del extractor de la junta torica. 

⑤ Si no dispone del extractor de junta torica, empuje la palanca de 



Colocacion de la camara digital. 

© Confirme que la camara digital esta apagada (OFF). 
⑤ Introduzca la camara en la caja con cuidado. 



aprecauciOn ： 

Si no se coloca la camara digital correctamente, puede que no sea posible 
sellar la caja para que sea hermetica. Alternativamente, algunos controles 
puede que no funcionen correctamente. Tenga en cuenta que un sellado 
defectuoso puede provocar filtraciones de agua. 
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Insercion de silicagel 

Antes de sellar la caja, insert© la 
bolsa de silicagel accesoria (para 
evitar el empanamiento) entre la 
parte inferior de la camara y la caja. 



aprecauciOn ： 

• Insert© la silicagel en toda su extension en la ubicacion espec げ icada y 
segun la orientacion indicada. Si la orientacion no es correcta, la bolsa de 
silicagel quedara aprisionada cuando se selle la caja y podna filtrarse 
agua. 

• Si se sella la caja sin insertar la silicagel completamente, la bolsa de 
silicagel podna quedar atrapada en la junta tonca y se producinan 
filtraciones de agua. 

• Una vez que la silicagel haya sido usada, el rendimiento de absorcion de 
humedad no sera optima. Cambie siempre la silicagel cuando la caja este 
abierta o cerrada. 


Compruebe la condicion de colocacion de la camara. 

Compruebe los puntos siguientes antes de sellar la carcasa. 

• iSe encuentra la camara digital colocada apropiadamente? 

• と Se encuentra la bolsa de silicagel colocada completamente en la 
ubicacion indicada? 

• と Se encuentra la junta torica fijada apropiadamente en la apertura de la 
carcasa? 

• <»,Existen materias extranas incluyendo suciedad fijada sobre la junta 
torica y superficie de contacto de la junta torica en la tapa delantera? 

• と Se ha realizado el mantenimiento de la funcion de hermet に idad al 
agua? 


SP 18 



























Selle la caja. 


Cierre la tapa delantera 
suavemente (de manera que la 
junta torica no se deslice fuera de la 
ranura), enganche la hebilla sobre el 
borde de la tapa trasera, e incline la 
palanca de bloqueo/desbioqueo de 
hebilla en la direccion de la flecha 
para sellar la carcasa 
hermeticamente. 



aprecauciOn ： 

• Selle la caja girando ambas palancas de seguro de hebilla hacia abajo en 
la direccion de la flecha. Si se deja alguna de las hebillas abierta, la caja 
no quedara sellada y se producira la entrada de agua. 

• Cierre la tapa trasera de la carcasa de manera que el parasol de LCD y la 
correa de la tapa del objetivo no queden aprisionados. Si quedaran 
aprisionados, puede resultar en una filtracion de agua. 


Compruebe la operacion de la camara colocada. 

Despues del sellado de la carcasa, compruebe si la camara funciona 
normalmente. 

① Pulse el boton POWER de la caja y compruebe que la camara esta 
encendida/apagada (ON/OFF). 

② Gire la ruleta de modo de la caja y confirme que el modo de la camara 
Gambia correctamente. 

• Compruebe en el monitor し CD que se ha activado el modo correcto. 
⑤ Pulse la palanca del disparador de la caja y compruebe que dicho 

boton se libera. 

• Utilice tambien el resto de botones de control de la carcasa y 
confirme que la camara funciona correctamente, segun se espera. 
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aprecauciOn ： 

Si la camara no funciona adecuadamente, vuelva a instalar la camara digital 
como se indica en "Compruebe la camara digital." (p.16) de este manual. 


Confirme el modo de escena de toma fotografica y toma 
fotografica. 


Durante el uso de la carcasa, la 
informacion sobre el modo de 
escena de toma fotografica actual y 
toma fotografica, deben ser 
confirmados con el modo de escena 
de toma fotografica/toma fotografica 
visualizados sobre el monitor し CD 
de la camara. 



Modo de escena de toma fotografica/ 
toma fotografica 


Colocar y retirar la tapa del objetivo. 


Fije la tapa del objetivo sobre el 
anillo del objetivo como se muestra 
en la figura. Asegurese de retirar la 
tapa del objetivo antes de realizar 
una toma fotografica. 
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Instalacion y retiro del visera de LCD 


Instalacion 

Empuje fuertemente las partes salientes de la visera de LCD como se 
muestra en la figura, en las guias arriba y abajo de la ventana del monitor 
LCD. 

Extraccion 

Retire las partes salientes de la visera de LCD, desde las guias arriba y 
abajo de la ventana del monitor し CD ampliando la visera de し CD. 





Realice las verificaciones finales. 


Inspeccion visual 

Despues de sellar la caja, verifique visualmente la parte de sellado de la 
ね pa delantera y trasera, para confirmarque la junta torica no esta torcida 
0 fuera de la ranura, y que no haya materias extranas aprisionadas. 
Verifique tambien que la caja no este rota ni agrietada. 

aprecauciOn ： 

Aunque los pelos, fibras u otros elementos pequenos no se vean 
claramente, estos pueden provocar la entrada de agua. Ademas, debe 
prestar especial atencion a las roturas o cualquier grieta de la caja. 
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4. Tomando fotos debajo del agua 


Como usar la correa de mano 


Pasesu mano a traves de la correa de mano facilitada y ajuste la longitud 
con el boton de tope. 



Hac 色 r fotos. 


Confirme la foto en el monitor LCD. 

Esta carcasa utiliza el monitor LCD para confirmar la fotografia. 

Pulse suavemente la palanca del disparador. 

Sujete la caja de forma segura con las dos manos y pulse la palanca del 
disparador suavemente para evitar que la camara se mueva. 

Precaucion al usar el flash 

Cuando se toman macrofotografias con un ajuste gran angular, el flash 
puede solamente puede ser capaz de proporcionar una iluminacion sin 
uniformidad y/o insuficiente. 

Durante la toma fotografica debajo del agua, las conaiciones de toms 
(claridad del agua, materias en suspension, etc.) pueden tener un efecto 
sign 讯 cante en la extension del flash. 

Compruebe su imagen sobre el monitor し CD despues de la toma. 
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5. Toma fotografica debajo del agua de acuerdo al tipo de escena 


La camara incorpora los siguientes modos de escena de toma fotografica. 
Seleccione el modo que mejor se adapt© a la escena debajo del agua que 
esta tomando. 

Tipos de escenas de toma fotograficas submarinas 


(Ejemplos) 

む Gran angular submarine)1 

Optimo para la toma fotografica con vision 
gran angular, por ejempio un cardumen de 
peces debajo del agua. La imagen 
reproducira el azul en el fondo verde muy 
vividamente. 

玄 2 Gran angular submarino 2 

Adecuado para realizar fotoqrafias de un 
objeto grande y con movimiento rapido, tal 
como un delfm o una manta. 

En muchos puntos de observacion de 
delfines, exist© una regia establecida de no 
usar flash para evitar asustar a los delfines, 
etc. Aunque este modo fue disenado 
onginalmente para trabajar sin flash, este se 
puede activar si fuera necesario, cuando se 
fotografia una manta por ejempio. 

か Macro submarino 

Optimo para fotografiar primeros pianos de 
pequenos seres de la vida submarina, tal 
como peces. La imagen se reproducira con 
los colores naturales existentes debajo del 
agua. Tambien mejora los tonos rojos 
usando el flash. 


aprecauciOn ： 

Cuando se selecciona el gran angular submarino1o escena macro submarino, 
presionando la teclas de control abajo (boton AFL), en l3 parte trasera del protector, 
posibilita bloquear la posicion del enfoque 怡 cilmente (operacion de bloqueo AF). 
Cuando el enfoque se 飢 cuentra bloqueado, el indicador de bloqueo AF (AFL) 
aparece en la parte derecha superior de la pantalla del monitor LCD de la camara. 
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Como seleccionar el modo de toma fotografica 

Utiliceel disco de modo ( ①) de la caja 
para ajustar el modo de fotografia de 
la camara en SCN (escena), luego 
presione los botones de navegacion 
con flechas hacia arriba/abajo (②） 
para seleccionar gran angular 
submarino1,gran angular submarine) 

2 0 escena macro submarina. A 
continuacion, pulse el boton OK (⑤） 
para aceptar la seleccion. 

Para cambiarde modo, pulse el boton 
MENU de la caja, seguido de la teclas 
de control abajo, seleccione SCN en 
el monitor LCD y pulse el boton OK. A 
continuacion, pulse la teclas de 
control para seleccionar el modo en el 
visualizador del monitor し CD y pulse 
el boton OK para aceptar la seleccion. 

Bloqueando el enfoque automatico (AF) durante la toma 
fotografica debajo del agua 

Guando s 色 s 色 I 色 cciona el gran 
angular submarino1o escena 
macro submarino, la teclas de 
control abajo de la carcasa funciona 
como el boton AF し Presionando 
una vez el boton inicia el modo de 
bloqueo AF, por lo que puede 
concentrarse en la operacion de la 
palanca disparadora, de manera de 
no perder los momentos perfectos 
para tomar excelentes fotografias. 

Nota: 

• Para cancelar la cond に ion de bloqueo AF, presione de nuevo la teclas de 
control abajo (boton AFL). 

• Puede seleccionar el modo video acuatico para la 1030 SW/Styius 1030 SW. 

Ajuste el disco de modo de la carcasa a para ajustar el modo de fotografia 

de la camara. Presione el boton MENU y presione la tecia de control arriba/ 
abajo para seleccionar VIDEO, a continuacion, presione el boton OK. Presione 
la tecia de control arriba/abajo para seleccionar VIDEO ACUATICO, a 
continuacion, presione el boton OK. 



Funciona como 
el boton AF 
LOCK durante 
las escenas de 
gran angular 
submarino1 y 
macro 
submarino. 
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6. Manip 山 acion despues de la toma fotogr さ fica 

Limpie secando todo vestigio de agua. 


Despues de completar la toma 
fotogr が ica y retornar a tierra firme, 
limpie cualquier gota de agua que 
quede adherida a la caja. Utilice aire 
0 un pano suave que no deje fibras 
para limpiar cualquier gota de agua, 
etc., desde la union entre la tapa 
delantera y trasera, la palanca del 
disparador, los asideros de palma, y 
palanca de apertura/cierre de 
hebilla. 



aprecauciOn ： 

•Si quedan gotas de agua entre la tapa delantera y trasera, estas pueden 
derramarse hacia el interior al abrir la caja. Tenga especial cuidado y 
limpie todas las gotas de agua. 

•Si abre la caja, tenga cuidado de que no caiga agua de su cabello o cuerpo 
dentro de esta o de la camara. 

• Antes de aorir la caja, asegurese de que sus manos o guantes estan sin 
sal, fibras, etc. 

• No abra ni cierre la caja en lugares con roci'o de agua o arena. Cuando no 
pueda evitarlo porque tenga que cambiar las pilas o el almacenamiento de 
imagenes, hagalo encima de una sabana que haya colocado en un lugar 
donde no haya roci'o o arena. 

• Tenga cuidado de no tocar la camara digital o la pila con las manos 
humedas con agua de mar. 

Nota: 

Humedezca una toalla, etc. anticipadamente con agua pura y guardela en 

una bolsa plastica, de manera que puede limpiar la sal desde sus manos y 

dedos antes de manipular la camara. 
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Retire la camara digital. 


Abra la caja cuidadosamente y 
saque la camara digital. 



aprecauciOn ： 

• Coloque siempre la caja abierta con la junta torica orientada hacia arriba. 
Si la caja se coloca con la junta torica orientada hacia abajo, puede que 
entre suciedad u otras materias extranss en la junta torica o en la 
superficie de contacto de la junta torica, lo que puede provocarla filtracion 
de agua en la proxima inmersion. 

• Para mas detalles acerca del almacenamiento de im ろ genes y otros 
detalles, consult© el manual de funcionamiento de la camara digital. 
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Lave la caja con agua pura. 


Despues de usar, sells de nuevo la caja despues de sacar afuera la 
camara y I ろ vela suficientemente con agua pura tan pronto como sea 
posible. Despues de usarla en agua de mar, es importante sumergirla 
durante un tiempo fijo en agua pura para eliminar la sal. 



aprecauciOn ： 

•La filtracion de agua puede ocasionarse cuando se a plica parcialmente 
agua a alta presion. Antes de lavar la caja con agua, retire la camara digital 
de la misma. 

• Introduzca la palanca del disparador y los diferentes botones de este 
producto en agua pura, para eliminar la sal adherida al eje. No desarme 
para la limpieza. 

•Si seca la caja con la sal adherida puede alterar la operacion normal de la 
funcion. Siempre limpie quitando tod a sal despues de usar. 


Seque la caja. 

Tras lavarla con agua pura, utilice un pano limpio para secarlas qotas de 
agua. Asegurese de utilizar un pano sin restos de sal y que no deje 
ninguna fibra. Seque completamente la caja en un lugar bien ventilado y 
a la sombra. 

aprecauciOn ： 

• No utilice aire caliente desde un secador de cabello o aparatos similares 
para el secado, ni exponga la caja a la luz directa del sol, ya que esto 
puede acelerar el deterioro y deformacion de la caja, y el deterioro y 
deformacion de la junta tones ocasionando una filtracion de agua. 

• Cuando limpie la caja, tenga cuidado de no causar rayaduras. 


SP 28 















7. Manteniendo la funcion de hermeticidad al agua 


Siempre que la tapa trasera de la carcasa es abierta, asegurese siempre 
de realizar la operacion de mantenimiento de la junta torica como se 
describe a continuacion. 

Retire la junta torica. 


Abra la caja y retire la junta torica desde la caja. 

Retire la junta torica 

① Insert© el extractor de junta torica entre la junta torica y una pared en 
la ranura de junta torica. 

② Deslice la punta del extractor de junta torica situada debajo de la junta 
torica. 

(Tenga cuidado de no rayar la ranura de la junta torica con la punta 
del extractor de junta torica.) 

⑤ Sostenga la junta torica con sus dedos despues que se salqa de la 
ranura y retirela de la caja. 
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Quite toda arena, suciedad, etc. 


Despues de verificar visualmente que se ha eliminado la suciedad de la 
junta torica, compruebe que no hay arena adherida ni tampoco otras 
materias extranas, o dafios y grietas que puedan haberse hecho al 
apretar la circunferencia entera de la junta torica ligeramente con sus 
dedos. 


Extraiga las materias extranas adheridas a la ranura de la junta torica 
utilizando un pane limpio libre de hilazas o un palillo algodonado. Quite 
tambien toda arena y suciedad adherida a la superficie de contacto de la 
junta torica, en la taps delantera de la carcasa. 



aprecauciOn ： 

•El mantenimiento de las funciones de hermeticidad al agua es requerido 
aun antes de usar este producto debajo del agua por primera vez despues 
de haberlo comprado. 

• Cuando se usa un lapiz mecanico o un objeto puntiagudo similar para 
quitar la junta torica o para limpiar el interior de la ranura de la junta torica, 
la caja o junta torica pueden danarse lo que puede conllevar a filtraciones. 

• Cuando se verifica la junta torica con los dedos, tenga cuidado de no 
alargar la junta torica. 

• No utilice alcohol, disolvente, bencina o solventes similares ni detergentes 
qui'micos para limpiar la junta torica. Si se utiliza este tipo de sustancias 
qufmicas, se puede danar la junta torica o acelerar su deterioro. 
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Coloque la junta torica. 


Compruebe que no haya ninguna materia extrana adherida, aplique una 
capa fina de grasa accesoria a la junta torica, y fije esta en la ranura. En 
este momento, compruebe que la junta torica no se adhiera fuera de la 
ranura. 


Como aplicar grasa a la junta torica 



Aplique la grasa 
especificada. 


巡 


Asegurese de que sus dedos y la junta 
torica es お n limpios y aplique 
aproximadamente 5 mm de lubricant© 
con su dedo. (La cantidad apropiada de 
grasa es alrededor de 5 mm.) 

2 

Extienda la grasa a lo 
largo de la junta torica. 




Distribuya el lubricante utilizando los tres 
dedos, y aplicandolo por todo el anillo. 
Tenga precaucion de no ti 巧 r de Is junta 
torica con demasiada fuerza. 

3 

Compruebe que no 
haya rayaduras u 
otras irregular 加 des 
en la junta torica. 

可 


Cuando la grasa penetra pasando a 
traves de la junta torica, compruebe de 
que no haydanos ni irregularidades 
tocando y viendo. Si se observa alguna 
irregularidad, no dude en reemplazar la 
junta torica por una nueva. 

4 

Aplique la grasa sobre 
la supemcie de 
contacto de la junta 
torica. 


m 


Utilice la grasa residual en las puntas de 
sus dedos para limpiar y engrasar la 
superficie de contacto de la junta torica 
en la tapa delantera. 


aprecauciOn ： 

• Siempre realice el mantenimiento de la funcion de hermeticidad al agua, 
aun cuando la caja no haya sido abierta para intercambiar la pila o el 
almacenamiento de imagen durante la toma fotografica. No realizar un 
buen mantenimiento puede conllevar a la filtracion de agua. 

• Cuando la caja no es usada durante un largo penodo de tiempo, retire la 
junta torica desde la ranura para evitar deformacion de la junta torica, 
aplique una capa delgada de grasa de silicona, y almacenela en una bolsa 
plastica limpia o similar. 

• Secar la caja con sal adherida puede ocasionar fallos en el funcionamiento. 
Siempre limpie quitando toda sal despues de usar. 
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Reemplace las piezas consumibles. 

•La junta torica es una pieza consumible. Independiente del numero de 
veces que se utilice la caja, se recomienda que la junta torica se 
sustituya por una nueva por lo menos una vez a I ano. 

•El deterioro de la junta torica se acelera por las condiciones de uso y las 
condiciones de almacenamiento. Reemplace la junta torica aun antes 
de que haya pasado un ano, siempre que esta muestre signos de 
deterioro, agrietamiento o perdida de elasticidad. 

Nota: 

Por favor, utilice la grasa de silicona indicada para las juntas toricas 
Olympus; proceda del mismo modo con la silica gel y la(s) junta(s) t6rica(s). 
Estas piezas consumibles tambien pueden comprarse en una centre de 
servicio Olympus. 
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8. Apendice 


Preguntas y repuestas sobre el uso de la PT-043 


P1 : ム Cu る les son los modelos de camara digital aplicables? 

R1: Este producto (PT-043) se ha disenado para utilizarse 

exdusivamente con la camara digital |j 1030 SW/Stylus 1030 SW. 

P2: ^Que precauciones deben observarse cuando se coloca la 

camara digital dentro de la caja? 

R2: Preste atencion especial a los elementos siguientes cuando coloque 

la camara dentro de la caja. 

① Confirm© que la energia de pila restante de la camara digital sea 
suficiente. し a energia de pila se consume muy rapidamente 
debajo del agua debido a que el flash es usado muy 
frecuentemente. 

② Verifique el numero restante de fotos durante el almacenamiento 
de imagen. Utilice una tarjeta con una cantidad restante suficiente 
(gran capacidad) para reducir el numero de veces que la caja deba 
ser abierta y cerrada. 

⑤ Retire la correa desde la camara digital. Cuando la camara es 
colocada sin retira la correa, la correa puede quedar aprisionada 
cuando se sella la caja, y esto ocasionara filtracion de agua. 

④ Apague la camara. 

⑥ Antes de sellar la caja, confirm© que la junta tonca haya sido 
colocada adecuadamente en la ranura en la tapa trasera de la 
caja. 

⑥ Confirm© que la junta tonca y la supemcie de contacto de la junta 
tonca sobre la tapa delantera, se encuentran libres de suciedad, 
pelos y otras materias extranas. 

⑦ Insert© el silicagel para desempanar. Utilice el silicagel para la 
caja Olympus. 

P3: ^Que precauciones deben observarse cuando se utiliza y 

almacena la caja? 

R3: Preste atencion a los elementos siguientes. 

① Cuando la superficie de contacto de la junta torica se presiona 
fuertemente desde el exterior de la caja, o cuando la caja se 
tuerza, lafuncion de hermeticidad al agua puede fallar resultando 
en una posible filtracion de agua. 


③ Cuando la caja se utilize, se deja o almacena en los lugares que 
se describen a continuacion, puede ocasionarse una operacion 
defectuosa 0 problemas. Se debe evitar tal cosa. 

• Luqares en donde la caja puede alcanzar altas temperatura 
bajo la luz dire eta del sol o dentro de un automovil, lugares con 
temperatura extremadamente bajas, y lugares con variaciones 
extremas de temperatura 

• Zonas de fueqo abierto 

• Luqares donde se almacenen o utilicen sustancias quimicas 
volatiles 

• Luqares expuestos a vibraciones 

⑤ En caso de la manipulacion siguiente con una camara colocada 
dentro de la caja, pueden ocasionarse problemas o un 
funcionamiento defectuoso tanto de la caja como de la camara 
colocada. Se debe evitar tal cosa. 

• Golpeando otros objetos 

• Caida. 

• Colocando objetos pesados sobre la parte superior de la caja 

④ Cuando al caja no se utilice durante un periodo de tiempo 
prolongado, pueden presentarse problemas debido a 
deformaciones en su estructura. Antes de usar, confirme la 
operacion de tod as las partes de operacion y realice la prueba 
anticipada y la prueba final. 

P4: ^Que precauciones deben observarse cuando se opera y cierra 

la caja? 

R4: Preste atencion a los elementos siguientes. 

① No abra ni cierre la caja en lugares donde haya roci'o de agua o 
arena. 

② Limpie todas ias qotas de agua desde la luz entre la ね pa 
delantera y tapa trasera, y alrededor de las partes salientes y 
hendiduras tales como las hebillas. Si no precede de este modo, 
las gotas de agua pueden entrar en la caja cuando la abra. 

⑤ Cuando abre ia caja, tenga cuidado de no aejar caer agua desde 
su cabello o cuerpo dentro de la caja o sobre la camara. 

④ Cuando abra la caja, compruebe que no hay arena adherida, 
fibras u otras materias extranas adheridas a la junta tonca o a la 
superficie de contacto de la junta torica sobre la tapa delantera. 

⑥ No toque la camara ni el almacenamiento de imaqen si tienes las 
manos mojadas con agua de mar. 


⑥ Si detecta gotas de agua u otros signos de filtracion de agua 
mientras toma fotos, terming de inmediato el buceo, realice de 
nuevo la prueba de filtracion de agua, y confirme que no haya 
ninguna filtracion. Si la camara esta mojada, quite toda humedad 
y compruebe su funcionamiento. 

P5: ^Como debe ser manipulada la caja despues de usarse? 

R5: Despues de usar, saque la camara tan pronto como sea posible y 
lave la caja con agua pura. En caso de usarse en el oceano, es 
efectivo sumergir la caja durante un cierto tiempo en agua pura para 
guitar toda sal. Opere los botones y palancas bajo el agua para girar 
los ejes y lavar quitando toda sal. Despues de lavar, utilice un pano 
seco sin ninguna sal sobre el mismo, para eliminar toda humedad y 
secar la caja en la sombra. No utilice aire caliente como el generado 
por un secador de cabello o similar, y no seque la caja bajo la luz 
directa del sol. La exposicion a temperatura altas o a la luz directa 
del sol puede ocasionar deformacion, decoloracion o ruptura de la 
caja y deterioro de la junta torica. Limpie el interior de la caja con un 
pano suave que no produzca hilazas. Retire la junta torica, quite toda 
sal, arena, polvo, etc., y tambien limpie la ranura de la junta torica y 
la superficie de contacto de la junta torica, de la misma manera y 
luego sequelos. En caso de utilizar un objeto con una punta afilada 
para guitar la junta torica desde la ranura, dicha junta puede dafiarse 
y ocasionarse una filtracion de aqua. Utilice siempre el extractor de 
junta torica que se facilita. 

P6: が omo debo tomar las fotos bajo el agua? 

R6: Para tomar fotos bajo el agua observe los elementos siguientes. 

① Nje el protector con la correa de mano que se facilita para su 
muneca. 

⑤ Cuando coloca un dedo sobre la ventana del objetivo, el dedo 
aparecera en la foto. Preste atencion a la posicion de sus dedos 
cuando sostenga la camara. 

⑤ Sujete la caja de forma segura con las dos manos y pulse la 
palanca del disparador suavemente para evitar que la camara se 
mueva. 

④ Compruebe la imagen que desea tomar mirando el monitor LCD 
de la camara digital a traves de la ventana del monitor LCD de la 
caja, y comience la toma fotografica. Para evitar perder 
oportunidades de toma debido a una pila agotada, se 
recomienda cambiar la pila por otra completamente cargada 
antes de cada buceo. 
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P7: と Como puedo comprobar si hay alguna filtracion de agua? 

R7: Para confirmar, realice la prueba anticipada y la prueba final 

despues de colocar la camara. La prueba anticipada con inmersion 
de la caja sin la camara, a la profundidad de uso requerida pars 
verificar por filtracion de agua es la prueba mas precisa, pero cuando 
esto es diTicil, es mas seguro realizar esta prueba en una 
profundidad de 1 m o en una banera. La prueba final tambien puede 
realizarse en una banera o en un balde. 

P8: と Cu る les son las causas de la entrada de agua? 

R8: Las causas principales de la entrada de agua se muestran a 
continuacion. Verifique con especial cuidado. 

① No se ha colocado la junta torica. 

② La junta torica esta parcialmente o completamente fuera de la 
ranura. 

⑤ Dano, deterioro 0 deformacion de la junta torica 

® Arena, fibras, pelo u otras materias extranas sobre la junta torica 

⑥ Arenas, fibras, pelo u otras materias extranas sobre la ranura de 
la junta torica o a la superficie de contacto de la junta torica 

⑥ Presion sobre la correa, la bolsa de silicagel, etc., en el momento 
de sellar la caja 

® し anzando la caja desde un bote en el agua, saltando con la caja 
en el agua, u otra accion repentina de gran fuerza sobre la caja. 
Si entra agua, manipule la caja con cuidado para evitar impactos 
de cualquier otra manera. 

P9: ^Cuales son los puntos importantes para el mantenimiento de 
la junta torica? 

R9: Preste atencion a los elementos siguientes. 

① No utilice alcohol, disolventes, bencinas u otros solventes 
inorqanicos ni detergentes quimicos para limpiar la junta tones. 
Si se utilize este tipo de sustancias quimicas, se puede danar la 
junta torica 0 acelerar su deterioro. 

③ Utilice la grasa de silicona indicada para la junta torica Olympus 
(tapa blanca). La grasa (tapa roja) utilizada en las cajas 
anteriores hasta PT-008, y la grasa de otros fabricantes no se 
recomienda para esta junta torica. El uso de dicha grasa puede 
deteriorar la supemcie e, incluso, deteriorar la funcion de 
impermeabilidad al agua. 
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⑤ Para evitar la deformacion de la junta torica cuando la caja no se 
usa durante un largo tiempo, retire la junta torica desde la caja, 
aplique una capa fina de la grass especial, y auarde la junta 
torica en una bolsa plastica limpia. Para volver a usar, confirme 
que la junta torica se encuentra libre de danos y agrietamientos, 
que tiene elasticidad, que la superficie se encuentra libre de 
adherenciasy otras anormalidades, y utilicela despues de aplicar 
una capa fina de la grasa especial. Una aplicacion excesiva de 
grasa no mejora la funcion de hermeticidad al agua ni la presion 
soportada permisible. Facilitara la adherencia de arena y polvo. 
Una capa delqada y uniforme produce los mejores resultados. 

④ La junta torica es una pieza consumible. Reemplace por lo 
menos una vez a I ano. 

⑥ 日 deterioro de la junta torica se acelera por las condiciones de 
uso y las condiciones de almacenamiento. Reemplace la junta 
torica de inmediato por una nueva si esta muestra danos, 
agrietamiento o perdida de elasticidad. 

P10: ^Cuales son los puntos importantes para el mantenimiento de 
la caja? 

R10: Preste atencion a los elementos siguientes. 

① No utilice los siguientes agentes quimicos para la limpieza, 
proteccion contra la corrosion, desempanado, reparacion y otros 
propositos. 

• No utilice alcohol, disolventes, bencina u otros solventes 
organicos volatiles similares u otros detergentes quimicos 
para limpiar la caja. Agua pura o agua tioia se suTiciente para 
la limpieza. 

• No utilice agentes anticorrosivos sob re las partes metalicas. 
partes metalicas son hechas de aluminio, laton o acero 
inoxidable. Limpisndo con agua pura es suTiciente. 

• No utilice agentes desempanadores comerciales. Utilice 
siempre la silicagel anticondensacion que ofrece Olympus. 

• No utilice adhesivos para reparaciones ni para otros propositos. 
Cuando se requiera de reparacion, comuniquese con un centro 
de servicio de nuestra compania o su concesionario. 

Pn ： Que me puede decir acerca de las reparaciones. 

Rn：Cuando se requiera de reparacion, comuniquese con un centro de 
servicio de nuestra compania o su concesionario. No intent© 
reparar, desarmar o modificar la caja por su propia cuenta. La 
reparacion, desarmadoo modificacion por Ud. o una tercera parte no 
autorizada por Olympus invalids la garanti'a. 
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P12: と Curies son los modelos de los accesorios para el PT-043? 

R12; Se vender) los siguientes accesorios. 

① Junta torica para el cuerpo PT-043 (POL-042): Esta es una 
empaquetadura de junta torica de caucho siliconico a instalar en 
el cuerpo PT-043 para evitar la entrada de aqua. し as juntas 
toricas de otros modelos no podran utilizarse en este. 

② Grasa de silicona (PSOLG-1/2/3): Esta grasa es para el 
mantenimiento de la junta torica de silicona. 

⑤ Silicagel (SILCA-5S): Este es un disecante usado para evitar el 
empanamiento de las partes de vidrio de la caja. La cantidad es 
de cinco bolsas. 

④ Visera de LCD (PFUD-07): Esta visera se instala sobre la 

ventana del monitor し CD de la caja para facilitar la visualizacion 
del monitor LCD de la camara. 

* Por favor, contacte con su distribuidor o con un centre de 
servicio de nuestra compania cuando necesite realizar 
cualquier sustitucion. El reemplazo sera hecho contra pago. 

* El contrapeso no se proporciona con el PT-043. 


Espec け icaciones 


Modelos 

compatibles 

Camara digital Olympus 

M 1030 SW/Stylus 1030 SW 

Resistencia de 
presion 

Profundidad de hasta 40 m 

Materiales 

principales 

Cuerpo: Policarbonato transparent© 

Hebillas: Acero inoxidable. 

Asidero/Palanca del disparador/Botones de 
operacion: Policarbonato 

Ventana de objetivo; Viario FL 

Ejes del boton de funciones: Acero inoxidable 

Diametro del 
anillo del objetivo 

052 mm 

Dimensiones 

Ancho134 mm x altura 106 mm x espesor 70,5 mm 
(no se incluyen las partes salientes) 

Peso 

355 g (no se incluyen la camara y accesorios) 


Nos reservamos el derecho de cambiar la apariencia externa y las 
especificaciones sin aviso previo. 
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OLYMPUS 


http://www.olympus.com/ 

- OLYMPUS IMAGING CORR - 

Shinjuku Monolith, 3-1 Nishi-Shinjuku 2-chome, Shinjuku-ku, Tokyo, Jap6n 


OLYMPUS IMAGWQ AMERICA INC. 

3500 Corporate Parkway, P.O. Box 610, Center Valiev, PA 18034-0610, EE.UU. Tel. 484-896-5000 

Asistencia tecnica (EE.UU.) 

24/7 Ayuda automatizada en linea: http ソ /www.olympusamerica.com/support 
Soporte telefonico al clients: Tel.1-888-553-4448 (Llamada gratuita) 

El horario de atencion de nuestro soporte telefonico al client© es de 8 am a 10 pm 

{Lunes a viernes) ET 

http://olympusamerica.com/contactus 

Las actualizaciones de los software Olympus se pueden obtener en: 
http ソ /www.olympusamerica.com/digital 


OlYMPUS IMAGING EUROPA GMBH 

Locales: Wendenstrasse 14-18, 20097 Hamburg, Alemania 
Tel: +49 40-23 77 3-0 / Fax: +49 40-23 07 61 
Entregas de mercancia: Bredowstrasse 20, 22113 Hamburg, Alemania 
Correspondencia: Postfach 10 49 08, 20034 Hamburq, Alemania 

Asistencia tecnica al cliente en Europa: 

Visile nuestra pagina web http://www.olympus-europa.com 
0 name a nuestro TELEFONO GRATUITO* : 00800-67 10 83 00 

para Austria, Belgica, Dinamarca, Finlandia, Francia, Alemania, Italia, し uxemburgo, 

Raises Bajos, Noruega, Portugal, Espana, Suecia, Suiza, Reino Unido 
• Por favor, tenga en cuenta que algunos proveedores de servicios de telefonia 
(telefonia m 白 vil) no permiten al acceso o req 山 eren el uso de un prefijo adicional para los 
numeros de llamada gratuita (+800). 

Para los paises europeos que no figuran en la relacion anterior y en caso de no poder conectar 
con el numero antes mencionado, utilice los siguientes 
NUMEROS DE PAGO: +49180 5-6710836 +49 40 - 237 73 4899 

El horario de nuestro servicio de Asistencia tecnica al cliente es de 09:00 a 18:00 (GET, hors 
central europea), de lunes a viernes. 


© 2008 OLYMPUS IMAGING CORR 




















■ 感谢您晌买 PT-043 防水机亮。 

■ 请仔细阅读本说明书，安全并正确地使用本产品。阅毕后请保留比 
说日月书な作参考用。 

■ 如果使用方法不正确，可能会引起渗水，而造成巧置照相机损巧， 
すを 3P •とち修理 

■ 使用前，请务必お照本说明书的说明，对防水机亮进巧使用前的检 
测。 


前言 

•除个人用途か，非经授お禁止部分或全部复印这份手册。并严禁擅自お 
载。 

•が因不适当使用本产品而造成损害，本公司对于由此所引起的利益损失 
或第王者的赔偿要求，不な任巧责任。 

•女口因本产品的故障，或因ホ经我公司授权的人员进巧巧解、维修、改装 
产品而引起影像数据丢失，化而造成损害和利益损失，本公司对此不な 
任何责任。 


巧用前请巧巧化下を巧 

本防水机亮是巧在水深40米 W 巧处使用而设计的精密仪器，操作时请充 
分注意。 

•关于比防水机亮的使用前处理，检测，维が， W 及使用后的存放方法 
等，请在充分理解此使用说明书的内容后ち使用。 

•OLYMPUS IMAGING CORP. 对数码相机浸水事故不な任何责任。 

另タト，本公司不能弥ネト内部器材的损伤，或由于相机内进水导致地ほ录 
内容的损失。 

•OLYMPUS IMAGING CORP. 对使用时造成的任何事故（受伤或物品损 
坏）不な任何责任。 



ままな意«巧 


化使用说巧书使用各种象形图进巧说巧， L ソ防止が使用者或其他人造成伤 
t 或财产お失，并防お于未然。象形图及其含义如下所示。 


A 管告 

ま示如果忽视此指示而进巧了错误的操作，有可能造成 
人员死 t 或严重伤害。 

A な意 

表示如果忽视此指示而进巧了错误的操作，有可能造成 
人员死 t 或严重伤害，或者是物品的损伤。 


A 酱告 

® 请将本产品远离婴幼儿。否则将有可能出现 L 乂下き故。 

-物品从高处跌落到身体而造成伤害。 

-部件的开、关部夹伤身体某个部位。 

•吞食か部件。如果吞食了任何部件，请立即向医を求助。 

-闪光灯在目艮前闪亮可能引起永久性视觉丧失。 

③不要将装有电池的数モ马照相机存放于本产品内。存放有巧装电池的照 
相机可能导致电池液流出或失火。 

感本产品的内装照相机如果发生滲水，请立即取出巧裝电池。有可能产 
生氨气而引起燃烧或爆炸。 

® 本产品由树脂制成。如被岩石或其它願物强烈碰撞和巧モ引起其破 
裂，有可能导致人员受伤。操作时请充分を意。 

感本产品专用的ち圭胶 W 及お树脂软實不能食用。 
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A な意 


① 请勿巧解和改装本产品。を则将引起渗水和か障。非经 OLYMPUS 
IMAGING CORP. 授权人员巧解か改装本产品我公司不提お保修。 

② 请勿将本产品置モ极端的高温或化溫下，せ不要将其置モ温度变化非 
を大的な境中。を则さ引起部件损巧。 

③ 在多沙±、灰尘或ち染大的な境下开关本产品，将削弱其防水I力能而 
导致?参水。敬请避を。 

④ 本产品是为 T 在水深40米 W 巧处使用而设计并を产的。请注意在超は 
水深40ホ下使用将造成本防水机责和巧部照相机的を久变お或损巧， 
而导致を水-请充分を意。 


⑥跳入水中时请将防水机竞置干自己口袋或手中-从船上巧入水中或其他 
粗暴的操作将导致其を水。传递或®行其他操作时，请充分注意。 


■ ⑥万一因渗水等原因而弄湿内部的お相机，请立刻把其擦干，并确化操 
作是否正苗。 

® お坐飞机时请取下 0- 巧。否则空气压力将使防水机责无法巧开。 


⑥为 T 安全使用装在本产品内的数码照巧机，请斤细阐读数码お相机的 
使用说巧书。 

® 在关闭本产品时请充分注意 0- 巧及其接触面是否被其を异物卞住。 


关于电あ 


•请使用1お本公司を产的照巧机专用充电式裡离モ电化 （U-50B) 。 
•请を意勿将电化的电极弄湿。否则将造成事な或故障。 

•有关电ミせ的其它注意事巧请仔细阅读照巧机的使用说日月书。 


CS4 



关于お巧化的横式设定 

•针对于 y 1030 SW/Stylus 1030 SW 在水中的广角拍摄和近巧巧摄，配有 
拍摄场景橫式。ち水中巧摄场景巧配合，只选择相应的模式，便可简单 
而愉快的巧摄。 

详情请参阅本使用说日月书的"5.ち水中巧摄场景相吻合的巧摄"（第24巧)。 
•关于设定方法，请确认照相机的使用说日月书。 


如何防止を水《巧 

本产品在使用中发を渗水会造成内置数码照ネ目机不能修理。请在遵守 W 下 
注意事项的基础上使用。 

の关闭本产品が，请确保无头发、纤维、沙粒等异物粘于 0- 巧あ其接触 
面（前盖侧的平坦部位）。即使是一根头发或一粒细か的沙粒都有可 
能造成滲水。请仔细检查。 



③ 0- 巧是消耗品。请至か一年更换一次。在每次使用之前请实施适当的 
检修。 

® 0- 巧的老化度ち使用巧境和存放环境有关。如果 0- 巧损巧、出现裂痕 
或失去弹性，请立即更换新 0- 巧。 

® 在维が 0- 环时，请洗净 0- 环巧槽并确お无粘有污お、灰尘、沙粒等异 
物。 

感 0- 巧请使用指定的桂树脂软實。 

® 如果 0- 巧ま装不正滴，将失ま防水な能。ま装 0- 巧时，请注意其没有被嵌 
歪或扭曲。并且，在关闭防水机売が，请在确认 0- 巧ホ从巧槽中脱落的情 
况下将盖子盖上。 





® 本产品是由塑料（聚碳酸蘭）制成的密封性构造。お期置于车中、船 
上、海边或其它可能达到高温的巧境下或长时间承受不巧匀クトカ时， 
本产品可能会变形或喪失防水な能。请充分注意温度控制。此外，请 
避免在存放和运输中将重物放置于本产品上部或强巧收入。 

® か防水机亮的か部向 0- 巧接触面重压或防水机完被扭曲が，可能丧失 
防水功能。请注意不要过分用力。 

® 请完成预先检查和最终检测后使用。 

® 如果在巧摄时，发现水滴等養水迹象，请立即停止潜水并清隙照相机 
和本产品上的水分，根据"最终检测"的项目进巧检查，确认是否 
渗水。 


巧用を意«项 

■ •请不要在 W 下巧境下使用或おを本产品，否则可能造成操作失灵、故 
障、损坏、失火、内部潮湿或滲水。敬请避免。 

•直射阳光下，汽车巧等可能达到高温的环境 
-有烟火的场所 
• 水深超は40米的水中 
• 有震动的场所 

-高温、高湿度或温度变化剧烈的场所 
-有挥发性物质的场所 

•本机是由抗冲ホ性塑料制造的，但是容易被岩石等划伤。撞ホ在坚硬的 
物体上或掉在地上时せ可能损巧。 

•本产品不是用于减轻其内部照相机撞ホ的机亮。本产品内部装有数モ马照 
相机时，如遭受外力冲ホ或受重物压力が，数码照ネ目机可能会损坏。操 
作が请充分注意。 

•长期不使用本机时，由于〇巧的老化防水か能可能失效。在使用之前， 
一定要实施预先检查和最终检测。 

•请勿对王脚架座和附件安装部过分用力。 

•イま用防水机売巧摄时，如果同が使用闪光灯，图像边錄可能会出现阴 
影。在广角侧进巧近拍巧摄时，枯别容易出现此情况。请在确认影像后 
再使用。 

•请勿使用 W 下化学试剂进巧清洗，防镑，防雲，维修等作业。如果直接 
或间接け日汽化が态下的化学物质）将其用于防水机亮，可能会在高压 
的环境下破裂。 
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不能お巧的化学试剂 

说巧 

有お发性的有化溶剂， 

化学溶剂 

不要使用酒精、汽油、苯溶液或其他挥发性有ホ几 
溶剂清ホ本机，也不要使用中性ホを剂清洗本 
机。请使用清水或温水。 

防绣剂 

请勿使用防诱剂。金属零件使用了不绣钢或黄 
铜。请使用清水清洗。 

商业除雲剂 

请勿使用商业除雲剂。请务お使用指定的除雲剂 
を破。 

非指定的を树脂软青 

モ圭肢 0- 环上只能使用指定的お树脂软青，否则会 
引お 0- 环表面变お，导致滲水。 

粘结剂 

请勿使用粘合剂进巧维修。が需维修请ち经销商或 
OLYMPUS IMAGING CORP. 指定的维修服务站联 
系。 


* 请勿进行本使用说日月书指示 w 外的操作，があ在指示なクト的场所お卸、 
改装和使用指定 W か的配件。 

因进巧上述巧为而引起的キ自摄失败或设备故障不在保修范围内。 
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•OLYMPUS IMAGING CORP. 巧数码相机浸水事故不负任何责任。 


•OLYMPUS IMAGING CORP. 巧使用时造成的任何き故（受伤或物品损 
巧）不な任何责任。 
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1 .准备 


检査包装盒中的内容 


包装盒中的配件是否ず全。 

如配件有缺损请ち经销商联系。 



使巧说巧书（化书） 


奥林己斯维修点清单 
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ち p 件名称 




液晶显示屏内遮光罩 
⑩ 0- 巧 
避)=脚架座 
唾)遮光罩 

@液晶显示屏遮ホ罩 
化按钮/箭头按钮 
* 楚 ) MENU お钮 
’@调焦按钮 
巧摄お盘旋钮 
’感 囚巧钮/箭头お钮 
*感 因ぉ钮 
，感 夕巧钮/箭头按钮 
*感 0K/FUNC お钮 
*@)が按钮 


* 適) AFL 按班（*1)/箭头 
巧钮 

(‘1)(在水中广角1或水中を 
观巧摄橫式下，向下箭头键可 
作巧 AF (自动）锁定お留巧 
用。） 

* 通) D に P./© ち扭 
透)液晶显示屏窗 
透)后盖 

@液晶显示屏遮光罩扣巧 
透)桂树脂软實（白盖） 

透)桂肢 
愈 0- 环卸载器 


ミ主. 

帯4标记的防水机壳操作部ち相应的数码照相机各操作部相对应。操作防水 
化责的操作部即可操作相应的数巧照相化。关于化な能的详细内容，请参阅 
数码照相机的使用说所巧书。 



钮 轨 
按部 杆ち 导 
R 装 启赠 示 
板杆化安钩开對盖窗巧巧指 
手射 nw 件盖巧かん头头头带带载 
把散げ附前带带镜镜境镜手手装 
①⑤⑤④⑥⑥⑦⑥⑥颇⑩ 
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ま装手巧 

将手带安装到防水机亮本体上。 


を装示意图 を装结ホ 




»捏甚本巧作 

在巧摄前掌握防水机亮的基本操作方法。 


把持防水机壳的姿势 


巧肘紧靠身体，巧手固定住照相机-牢车握住机身，通过防水机亮的液晶 
显示屏窗可が确认数巧照相机液晶显示屏上的图槪。 

正确姿與 错误姿势 



A な思： 

-请勿用外力压镜头窗和镜头巧。 

-请を意勿使手指等挡住镜头窗和闪光な散射板。 
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注. 

有关 I 快 n 的详细操作ちま请参阅数码照相化的使用说巧书。 


怎样转换巧摄模式 

需要转换数码相机的キ自摄模式时请 

旋转本机的模式キ轰盘。 


巧摄お盘旋钮 
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怎样使用调焦巧钮 
ち巧畳数巧照相机的调焦按钮相对 
应，操作本防水机亮的调焦お钮即 
可使用数巧照相机的调焦な能。 


调焦按钮 
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) ま意： 

如果接通电源后不操作相机，为了省电，相化将自动进入待机状お，監视器 
媳な。在化模式下即使完全按下快 n 杆也不能巧照。在拍照之前，请操作调 
焦お钮或其他按钮，使相机退出待机状お。如果相机处于待机状お15分神， 
将自动切断电源。巧 POWER 巧钮接通电源。 

有关详细内容请参考数巧相机的使用说巧书。 
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2. 防水机亮的预先检查 


巧用が的巧先检查 


本防水机亮在生产和装即时实斤了严格的质量控制和ち I 力能检测。而且所 
有产品都经水店测试器测试，确お产品符合设计规お。 

但如果受到运输、を放巧境和维が状况等影响，防水な能可能受损。 

潜水前请を必实施下述预先检查が装入照相机后的最终测试。 


预先检查 

® 装入数巧照相机前，请将空的防水机亮浸入预定水位确认无渗か。 

@引お渗か的ち要原因如下。 

-忘记安装 0- 巧。 

- 0- 环部分或全部脱出环槽。 

- 0- 环お坏、破裂、老化或蛮形。 

•0- 环、 0- 环槽、前盖部 0- 巧接触面粘有沙粒、纤维、头发等异物。 
-前盖部 0- 巧接触面或 0- 巧巧槽有损伤。 

-关闭机亮 n 时，是否卡住手帯、桂胶袋等 
检查了上述各项之后实施测试。 
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A 注意： 

-检测是否滲水的最适当ちま是将其浸到实际使用时将会潜到的水位。如有 
困难则在无水压的浅水区检测。请不要觉得麻烦，务必进行を项检测。 

-万一，通过预先检查后，在正常操作下仍然滲水，请停止操作并与经销商 
或奥林己斯维修服务站联系。 
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3. 装入数巧照相机 


检查巧码お巧机 


请在装入防水机売前检查数码照相机。 


确认电池 

在水下巧摄使用闪光灯キ自摄的次数増多。 

请确认电池有足够电量。 

ミモ. 

为了不因电池电 量 耗尽而失去拍摄机会，每次潜水前请务必要换上充足电的 
电池。 

■ 确认可拍摄图像数量 

请确认を储卡剩有足够的可巧摄图债数量。 

取下数码照相机上的手带 
数石弓照相机上装有手带时，请务必将其取下。 

A 注意： 

-装入数码照相机时，必须取下照相化的手帯，否则手带可能被防水机竞盖 
卡住而造成滲水。 

-取下手带时请充分注意握持数码照相机。 OLYMPUS IMAGING CORP . が 
_跌落照相机等造成的损失不负任何责任。_ 

照巧れ的おを工作 

可装入哪些型号的数码照相机 

本产品 CPT-043) 专用于 1J 1030 SW/Stylus 1日 30SW 数码相机。 


巧开数码相机的を源 

如果接通电源后不操作相机，为了省电，相机将自动进入待机状态，监视 
器檐灯。在此模式下即使完全お下'快 n 杆也不能巧照。在キ自照之前，请操 
作调焦おな或其他按钮，使巧机退出待机がお。如果相机处于待机状お 
15分钟，将自动切断电源。按 POWER おな接通电源。 

检查照相机的操作情况 

根据数码照相机的使用说巧书，确认操作。结ま后，お照相机的 POWER 
(主电源）おな切断电源。 


CS 16 







打开防水れ売 


附巧的 0- 巧卸载器的钩子部分如下图巧示。 

①插入带巧开启杆的下部。 

@请维持现状用 0- 巧卸载器开启。 

⑤不使用 0- 巧卸载器时，请用巧指和食指横向慢慢拉起帯扣开启巧。 



装入巧码厢巧化 

① 确认数码照巧机的电源为 OFF (关）。 

② 轻留化把数码照相机插入防水机亮。 


Cs 
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插入巧胶 

密封防水机亮前，请务必将配备的 
除雪剂桂胶裝插入照相机底部ち防 
水机亮之间。 




A な意： 

-必须按指定ち向把お胶完全橘入指定位置。如弄错ち向，密封防水机壳时 
お胶撰会被卡住引お滲水。 

-如果没有完全插好お胶袋密封了防水机竞时，お胶袋可能会被 0- 巧夹住， 
导致漏水。 

-使用过的桂胶吸湿な能会减弱。巧开和关闭防水化责时请务必每次更换お 
胶。 


检查装入が况 


密圭ホ防水机亮前请务必做好 L 式下各项检查。 

-数码照相机是否被正确裝入？ 

-巧胺是否完全被插入指定位置？ 

-防水机亮巧开部位的 0- 巧是否ま装正确？ 

- 0- 巧ち前盖部的 0- 巧接触面是否附有污お等异物？ 
-是否实施了防水 I 力能的检查？ 
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巧お防水化売 


轻轻关闭后盖（为防止 0- 巧化槽中 
脱落，请轻轻地关闭防水机亮。）， 
使带かち后盖边缘略]合，巧带扣开 
启巧お箭头方向お下后，防水机亮 
即被完全密封。 



注意： 

-请务必将两个帯巧开关杆都按箭头ち向お下，使防水机壳保持密封状お。 

如果有一侧带巧巧开，则防水化竞不能被密封，将发生滲水。 

-关闭がが罩的后盖时，确保液晶显示屏追光罩が镜头盖的带巧不被夹入。 
若带キ日被夹入，有可能造成漏水。 
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装入后的巧作捡測 


密封防水机亮后，が照相机是否能正确操作进行最终检测。 

©操作防水机亮的 POWER (主电源）お卸，是否可设定照ホ目机电源的 
开关。 

@操作防水机亮背面的橫式拨盘，确认是否可正确お换照相机的巧摄橫 
式。 

• 检查液晶显示屏是否正确显示转换的模式。 

感お防水机亮的快 n 杆，确认是否可操作照相机的快 n 。 

.其他，操作防水机亮的各操作お钮，照相机是否可正常运作。 
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注意： 

照相机不能正常运作时，请参阅本使用说日月书的"检查数码照相机"（第16頂)， 
重新ま装照相机。 


拍巧巧ち/巧摄模式的巧认 


使用防水机亮时，要想确认照相机 
为何种巧摄场景/巧摄橫式，用照 
ホ目机液晶显示屏上的巧摄场景/キ白 
摄模式的显示来确认。 



巧头盖的安装巧巧下方法 


如图所示，将镜头盖お到镜头环上 
安装。キ自摄前请取下镜头盖。 



巧摄场景/巧摄模ま 
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液品显示屏巧光單的ま装巧が巧方法 


安装 

如图所示，用力将液晶显示屏遮光罩的ま装用凸出部推进液晶显示屏窗上 
下的导轨。 

巧卸 

向か拉液晶显示屏遮光罩，将安装用凸出部ち液晶显示屏窗上下的导轨分 
离。 





进行最终检測 


肉眼检查 

密封好防水机亮后，用肉眼检查防水机亮的前盖，后盖的密封部位周围， 
确认 0- 巧ミ呈有扭曲或脱出槽か，并且没有ま住异物。化要检查机亮上是 
否有裂口或伤痕。 


A 注意： 

头发、纤维等细小物体等虽然不明显，但会引起滲水。另か，一定要を意机 
壳上的裂口が伤痕。 
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最终检查（漏水实验） 

在を里向您か绍装入照相机后如何进巧最终检查。这是解决您担む滲水的 
唯一方法!请务必进巧比项检查。此检查巧在水桶或潑缸中简单进巧。所 
需时间为5分钟。 



简单浸水检查 

国示 

提示 

1 

慢慢放入水中。 


四 


由于防水机売是透明的，如有水凑入能 
清楚地看の。 

2 

首ホ浸入3秒钟。 

I 



如果 0- 环有故障，3砂内即会进水。确认 
是否有空气泡化盖子间冒出。 

请仔细检查。 

3 

检查是巧有水进入内 
部。 

I 

I 

圓 


拿出水面，检查お部是否有水。 

是巧化内部有水滴下。 

4 

下ーホ，浸入水中30 
砂钟。 

I 

I 

I 

i 



巧检查是巧有气泡！ 

只做观察，不要做任何操作。 

5 

检查是否有水进入内 
部。 

I 

I 

m 


拿出水面，检查お部是否有水。 

请仔细确认。 

色 

浸水3分钟后检查。 

I 

護 


巧检查是否有气泡！ 

が着操作巧钮，操作杆和お盘。巧检查 
是否有气泡！ 

如果イ乃无进水，则一切完好！ 

7 

を是最终检查。检查 
珪お是巧变潮湿？ 

I 

I 

撰 


を点非常重要！ 

检查桂胶是否变潮湿？ 

请仔细检查!由于内部是可视的，因化可 
简单地确认内部是否进水！ 

8 

现在一切就绪。 

爵 

现を一切就绪。 

お备潜水吧！ 


* PT -043 不配富■平衡重键。 
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4. 水中的拍摄方法 


ち样巧用モ巧 


将附帯的手帯穿到手腕，用缩扣调整长度。 



拍摄巧片 


用液晶显示屏确认巧摄国面 
使用液晶显示屏确认キ自摄画面。 

容轻お快 n 巧 

用两手拿住防水机亮，然后轻轻お快 n 杆防止相机抖动。 

使用闪光灯巧摄时的を意事项 

在广角侧近キ自拍摄时，闪光灯光量可能会有缺漏或不巧匀。 

在水中巧摄时，根据水中光的咸弱的穀响和巧摄时的条件（水中透日月度 
和是否有悬浮物质等）不同，有效闪光距离有可能被极端缩短。 

请在キ自摄后用液晶显示屏播放来确认。 
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5. 与水中拍摄场景相物合的拍摄 


照相机内装 L 乂下场景模式。选择适合于水中巧摄的最佳场景。 

水中巧摄巧ち的种类 


哀1水中广角1 

最适合于在水中巧摄を群等广阔あ围。可キ白 
摄到比海蓝色鮮日月的背景。 


ご 2 水中广角2 

最适合于巧摄海豚和輯を ( manta ) 等动作 
迅速、体型大的物体。 

在海豚的最佳观赏处，为了不使海豚受到惊 
吓，规定不允许使用闪光灯。考虑到规则将 
闪光灯设定在 OFF (关）的位置。但キ自摄輯 
を等，有必要使用闪光灯，请将闪光灯设定 
在 ON (开）的位置尽情巧摄。 


(例如） 



か水中近拍 

最适合于在水中接近于を等生物キ自摄。重现 
水中的自然色彩。并且，使用闪光灯会加强 
红色的巧摄。 



A ) ま意： 

用水中广角1が及水中近巧模式拍摄时，按防水机壳背面的向下箭头键 
( AFL お钮），简单锁定焦点位置 （AF (自动）锁定）。 

焦点被1])1定后 ， AF (自动）锁定标ま （ AFL ) 被显示在照巧机的液晶显示 
屏右上方。 
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拍摄巧ち的巧巧方法 


设置防水机亮的模式お盘（①）， 

把照相机的キ自摄模式设为 SCN ， 然 
后お上下箭头键（感）选择水中广 
角1、水中广角2或水中恵观。最后 
お OK お钮（這)）确定选择内容。 
并且，在水中橫式使用中，选择其 
他水中模式时，お防水机売的 
MENU お钮后，お下方箭头おな， 
选择液晶显示屏上的 SCN ， 然后お 
0 K 按钮。通过液晶显示屏画面用箭 
头键选择想选择的水中横式，お 0 K 
按钮来执行。 



关モ水中巧巧巧ち时的 AF (自动）锁定 


Cs 


选择水中广角1或水中近巧的キ自摄场 
景时，防水机亮的下方箭头お钮 
( AFL ) 可作巧 AF (自动）锁定お 
钮使用。お下一次被设定为 AF ( 自 
动）锁定。这が可操作'快 n 杆，不 
要错过使用'快 n 的机会。 



水中广角1或水 
中近拍时可作为 
AF (自动）锁定 
巧钮使用。 


注： 

-解除 AF (自动）锁定时，在操作 I 快 n 杆之前再次お向下箭头键 （ AFL お钮) 
即可解除。 

• 您可为 y 1030 SW / Stylus 1030 SW 选择水中短片模ま。 

设置防水机壳的模まお盘，将照相机的巧摄模式设为苗。 

按下 MENU お扭并按下上/下箭头键选择动画，然后按 OK 按钮。按上/下箭头 
键选择水中短片，然后按 OK 按巧。 
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6. 拍摄后的处理方法 


巧干水巧 



巧摄完毕回到岸上后，擦干防水机 
亮上的水滴。用无纤维丝脱落的软 
布仔细擦去前后盖接缝、'快 n 杆、 
把手和开关拨盘上的水滴。 



A 注意： 

-水滴留在防水机壳的前后盖之间时，水滴容易を打开防水机壳时进入其巧 
部。请特别仔细地擦干水滴。 

-打开防水机责时请充分を意勿让头发或身体上的水滴落进防水化责内部或 
照相机上。 

-打开防水机竞时请楠な巧手或手套上无沙粒或纤维等异物。 

-不要を有沙粒、水飞概的巧境下巧开或关闭防水化责。在更换电池或保存 
图條等不得不打开防水机竞时，请在阴凉处補上一お单子，挡'住水滴和沙 
子。 

-手上巧有海水时注意不要触摸数码照相机が电池。 


:ち. 

请百先将一块毛巾用清水浸湿后置于一塑料鶴中，が便在操作前擦净手ホロ手 
指上的盐份。 


CS26 






取出巧码お巧れ 



么 注意： 

-巧开防水机売时务必使 0- 巧向上。如果在 0- 巧向下时打开，容易使灰を等 
异物粘到 0- 巧或其接触面上，可能造成下次水中拍摄时滲水。 

-有关储存图>^的ちま，请参阅数码照相机的使用说巧书。 


Cs 
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用清水清洗防水れ売 


使用完毕后，请把空防水机売ち次关闭，并尽快地用清水充分清洗。在海 
水中使用过后，将防水机完浸入清水中一段が间 L 乂清除其上的盐イ分。 



■ A 注意： 

-局部受到高水压的冲ホ时，有可能造成滲水。用水清洗防水机竞时请取出 
巧置数码照相机。 

-在清洗时请在水中操作快 n 杆等各种おなが清除粘在其轴巧上的盐份。绝 
对不要巧解开来清洗。 

-如果干燥的防水机壳上仍然残留有盐份，巧能可能会受损。使用后请务必 
斤细洗净盐份。 


時干防水か亮 

使用清水冲洗を后请使用干净的布擦干水滴。注意一定要使用不含有盐分 
并且不会掉线头的布。最ち一定要将防水机亮放在阴凉、通风处，使其完 
全干燥。 


A な意： 

-请勿使用电吹风热吹，化不要将防水机责直接暴露于阳光底下，因为を可 
能会加速防水机壳的を化和蛮形が及 0- 巧的老化而导致滲水。 

-擦拭防水机竞时请注意不要留下刮痕。 
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7. 防水 I 力能的维が 


即使巧开一次本产品后盖部，化必须对 0- 巧进巧维が。 

巧下 0- 巧 

巧开防水机亮，取下ま装于防水机売的 0- 环。 

取下 0- 巧的方法 

® 将 0- 巧卸载器插入 0- 巧和 0- 巧槽壁之间。 

③使 0- 巧装卸器的头部进入 0- 巧的下面。 

(请ル私不要使 0- 巧卸载器的尖端损伤 0- 巧槽。） 
感在 0- 巧脱出 0- 巧槽时用手指将其拉出防水机亮か。 
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清除沙拉、灰尘等 


清除 0- 巧上肉眼可视的灰尘后，可用指尖触压 0- 巧整个圆周来检查是否 
粘有沙粒等异物 L ソ及是否有损坏和破裂。 



使用不容易脱落纤维丝的干净布、绵棒等清除 0- 巧槽中的异物。并 L ソ同 
样的方法清除防水机売前盖的 0- 环接触面上的沙粒和灰尘。 




A 注意： 

-即使在刚购买后，也请务お将此产品在水中使用前进巧防水な能维が。 

-使用お笔或お的物体卸下 0- 巧或清洁 0- 巧槽内部时，可能损坏 0- 巧が防水 
机责并造成滲水。 

-当用指尖检查 0- 巧时，を意不要拉扯 0- 巧。 

-请勿使用酒精、稀释剂、苯类或类似易溶解物或化学清洁剂等清洗 0- 巧。 
使用了化学物品之后， 0- 巧可能被损坏或加速 0- 巧的を化。 
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ま装 0- 巧 


确定没有异物后，在 0- 巧上薄薄地擦上一层配备的 0- 巧软實并将 0- 巧お 
入 0- 巧槽。比时，请注意不要让 0- 巧从槽中脱出。 


巧巧巧用 0- 巧软資 



涂上を用畦树脂软冒。 


巡 


确认手指和 0- 巧上ホ粘ちお尘，巧后巧 
畦树お软盲挤到手指上，挤出约5毫米 
お。 （5 毫米长的畦树脂软青为适量。） 

2 

お畦树脂软實涂布到 
全体。 




用3个手指を夹东西一样把涂在手指上的 
润滑剂涂在 0- 巧上。请を意不要用力拉 
扯 0- 巧。 

3 

检查有无伤痕和凹凸 
处。 

可 


确 i 人畦树脂软青已涂布在全体，用手感 
和目测检查上面是巧有伤痕或凹凸处。 

如发现伤痕请务お将其换成新品。 

4 

把桂树脂软實涂布到 
接触面。 


m 


残留在手巧上が桂树相软實用来清除防 
水机亮接帥面或补充涂布。 


As . 注意： 

-を拍摄は程中打开防水机竞更换电池或存储卡时，请务必进行防水な能维 
が。不实施检修可能导致漏水。 

•如果长时间不使用，为防止 0- 巧蛮お，请将 0- 巧从槽中取出，薄薄地涂一 
层お树脂软實后が存于干を的塑料袋等物中。 

-如果干燥的防水化竞上仍然残留有盐份，巧能可能会受损。使用后请务必 
仔细洗を盐份。 
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ま巧お巧性零件 

- 0- 巧是消耗品。不论防水机亮使用过多少次，建诚至少一年更换一次新 

口 

ggo 

- 0- 巧因使用巧境和保を环境而加速老化。如果ホ满一年 0- 巧损巧、出现 
破裂及失去弹性，也请立即更换。 


:ち. 

请使用奧林巴斯产桂树脂软實、桂胶が 0- 巧。度些产品在奧林己斯维修服务 
站有售。 
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8 .附录 


PT -043 巧用问き 


问 1 :适巧于哪些数码照巧机？ 

答1:本产品 （ PT -043) 专用于 y 1030 SW/Stylus 1030 SW 数巧相机。 

问2: fB 数码照巧机装入防水机壳时有哪些注意事巧？ 

答2:装入数码お相机时请注意 W 下事巧。 

① 请检查数码おホ目机中的电池ち量是否充足。因为水下使用闪光 
な巧摄的次数增多，电ミ也;'肖屛加1快。 

② 请确认巧拍摄国た的数量。尽量减か防水机亮的开关次数并请 
选用有足あ容量的ち储卞。 

③ 请将手巧从数码照巧机上取下。如在ホ取下照巧机手巧的状态 
下装入，则因关闭防水机亮が卞住手带而造ぶ渗水。 

④ 关上ホ置お相机的ち源。 

⑥密封防水机亮前请确认 0- 巧被正确装入防水机亮后盖上的 0- 巧 
槽。 

⑥ 确认 0- 巧和前盖部 0- 巧接触面无灰尘、头を等异物。 

⑦ 插入桂胶お雲剂。请使用奥が巴が防水机责专用桂胶。 


问 3: 使用和保存防水机壳时有哪些を意事项？ 


答3: 



请注意!^乂下事项。 

① 化外部向防水机亮 0- 巧接触面重圧或防水机亮被扭巧时，防水 
功能可能受损而造成滲水。 

@请避免在 W 下场所使用、放置或保存防水机亮否则可能会造成 
运作失灵和故障。敬请避を。 

-将防水机売直接暴露于阳光下或放置于车上等会达到高温的 
场所，极端化温和温度变化剧烈的场所 
-有烟火的场所 
-有挥发性物质的场所 
• 有震动的场所 

感 照ホ目机装入防水机完后，请勿进巧 W 下操作，否则将引起防水 
机亮及其内部照相机的故障或破裂。敬请避免。 

-撞モ其它物品 
-跌落 

• 置于重物下 

@长期不使用防水机完时，可能会蛮形。使用前请确认所有操作 
部件的运作情况并进巧预先检查和最终检测。 


问 4: 井关防水机壳时有那些注意事项？ 

答4:请注意!^乂下事项。 

© 不要在有沙粒、水飞舰的が境下巧开或关闭防水机亮。 

® 请务必擦去前后盖缝隙、带キ P 等凹己部位上的水滴。否则，巧 
开机亮时可能有水滴进入机完内部。 

感巧开防水机亮时请注意勿将头发或身体上的水滴入防水机亮内 
或照相机上。 

@巧开防水机亮时请检查 0- 环及前盖部 0- 环接触面お粘有沙粒、 
纤维等异物。 

® 不要用お有海水的手触攘照相机和存惦卡。 

® 如果在キ自摄时发现滴水或其它渗水现象，请立即停止潜水，并 
巧次进行有无渗水的检查。如果照相机潮湿，请仔细擦干水分 
并确认其运作状况。 
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问 5: 使用完毕ち如何处理防水机売？ 

答5:使用完毕后，请尽快取出照相机并用清水清洗防水机亮。在海水中 
使用后，请将防水机亮浸入清水中一段时间 W 有效清除盐份。在水 
下操作お钮和控制杆 L 文清除粘在其轴杆上的盐份。用没有盐份的干 
布仔细擦干水分并在阴凉处瞭干。请勿使用电吹风等物的热风或将 
其直接置于阳光底下干燥。暴露于高温或阳光直射下可能会造成防 
水机亮变形、祂色和破裂 W 及 0- 巧を化。请用不残留纤维丝的软 
布擦拭防水机亮内部。取出 0- 巧，仔细擦净盐份、沙粒、灰尘等。 
使用同样的方法清洁 0- 巧槽和 0- 坪、接触面，然后擦干。如果使用 
尖锐物将 0- 巧从 0- 巧槽中取出可能会损坏 0- 环而造成渗水。请务 
必使用随邮的 0- 环卸载器。 


问6:在水下如何拍摄？ 

答6:请注意 W 下有关キ自摄事项。 

® 将防水机完配备的手带牢靠套于手腺上。 

@如果将手指置于镜头窗上，所巧摄图片上会出现手指。手持防 
水机亮时请注意手指的位置。 

③用两手拿住防水机完，然后替哲お快 n 杆防止相机抖动。 

® 请在通过防水机亮背面的液晶显示屏窗确认数巧照相机的液晶 
显示屏画面后キ自摄。为了不因电池电量窝尽而失去キ自摄机会， 
每次潜水前请务必更换上充足电的电池。 
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问7:如何检查滲水？ 

答7:请通过预先检查和装入照相机后的最终检测进巧确认。把ホ装入照 
相机的防水机亮沉入预定水位进巧预先检查是最精确的检查方法。 
如果有困难，在水深1米处或おを I 巧进巧检查せ是ま全的方法。最 
终检测同样可在潛缸或水桶中进巧。 
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问 8: 什么原因将造成浸水？ 

答8:造成渗水事故的主要原因如下。请仔细检查。 

© 忘记ま装 0- 巧。 

® 0- 巧部分或全部从槽中脱出。 

感 0- 巧损坏、を化或变形 

@ 0- 巧上有沙粒、纤维、头发等异物 

©0- 巧槽、前盖部 0- 巧接触面附有か粒、纤维、头发等异物 

® 密封机亮が，是否卡住手带、お胶裝等 

® 化船上投入水中或手持防水机亮跳入水中等巧防水机亮施加願 
间的强力。进入水中时请轻程地握持防水机亮 W 免其受到其它 
タトカ的撞モ。 

m ： 维が〇ぶ綱階ま意事项？ 

答9:请注意!^乂下事项。 

© 请勿使用酒精、髓释剂、を类等有机溶剂或化学清洁剂等清洁 
0- 巧。使用 T 化学物品之后， 0- 巧可能被损坏或加速 0- 环的を 
化。 

感请使用奥林己斯公司原装的桂树脂软實（白盖）。用于 PT-008 
及其が前型号的防水机亮的 0- 环软實（钉盖）或其他公司的 0- 
巧软賣不适合用于此お树脂 0- 巧，使用这些 0- 巧软賣可能会造 
成其表面を化，降化防水な能的作用。 

感如果长时间不使用 0- 巧，为防止其蛮形，请将 0- 巧从防水机亮 
中取出，擦上一薄层本品专用的 0- 环软實，并将其保存于干净 
的塑料裝中。巧次使用时请确认 0- 环没有损坏、破裂、失去弹 
性、接触面粘有其它异物或其を异常，并擦上一薄层 0- 巧软實 
后ち使用。过多使用 0- 巧软實并不能增强其防水I力能或耐压能 
力。お而会容易站上沙子和灰尘。擦上巧匀的薄层即能达到最 
好的效果。 

@〇-巧是消耗品。请至か每年更换一次。 

感 0- 巧因使用が境和が存巧境而加速を化。を日果 0- 巧损巧、出现 
破梨和失去弹性，请立即更换新品。 
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问 10 : 维が防水机壳有哪些注意事项？ 


答10:请注意 W 下事项。 

® 请勿使用 W 下化学试剂作清洁，防错，防雲，维修等用途。 

-请勿使用酒精、汽巧、稀释剂等易挥发的有机化学清洁剂清 
洗。用清水或温水清洗即巧。 

-请勿在金属部件上使用防镜剂。金属部件由错あ铜和不镑铜 
构成。用清水清洗即可。 

-请勿使用商业隙雪剂。请务必使用喪林己斯公司原装除雲お 
胶 

-请勿使用粘合剂进巧维修。需要维修时 I 请ち本公司指定的 
维修服务站或经銷商联系。 


问 11 :请问如何维修。 

答11:需要维修が，请ち本公司指定的维修服务站或经銷商联系。请勿自 
巧维修、お解或改装。自行或经非奥林己斯公司授权的第王者维 
修、巧解或改装后，保修将失效。 
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问 12: 请问 PT-043 的即件型号？ 

答12: W 下配件有售。 

® PT-043 机身使用的 0- 巧 (POL-042) :这是安装在 PT-043 机 
身上用于防止滲水的お树脂祿胶制橡胺圏。不能使用其他防水 
机亮的 0- 巧。 

® 桂树脂软賣 （PSOLG-1/2/3) :这是桂树脂 0- 巧维が用的桂树 
脂软賣。 

③桂胶 （ SILCA-5S) :这是防止防水机完玻璃结雲的干燥剂。内 
装5装。 

® 液晶显示屏追光罩 (PFUD-07) :を是为了便于观察照ホ目机液 
晶显示屏而安装在防水机亮液晶显示屏窗上的遮光罩。 

* 需要更换时请与经销商或本公司的维修服务站联系。更换是 
收费服务。 

* PT-043 不配备平衡重捶。 
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规巧 


互换机型 

奥林己斯数码相机 

M 1030 SW/Stylus 1030 SW 

抗压能力 

水}果4 0米が•内 

主要原材料 

机身：透日月緊碳酸蘭 
带扣：不绣钢 

把手/峽 n 杆/各部分操作钮：聚碳酸醋 
镜头窗； FL 强化玻璃 
操作お钮轴杆：不绣钢 

镜头环直径 

052毫米 

か观尺寸 

宽134毫米X高106書米X厚 70.5 書米（不包 
括突起部） 

重量 

355克（不包括照相机和酌备品） 


* 巧变クト观が规格时，お不另行通知。 
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OLYMPUS 


http://www.olympus.com/ 


OLYMPUS IMAGING CORP. 

Shinjuku Monolith, 3-1 Nishi-Shinjuku 2-chome, Shinjuku-ku, Tokyo, Japan 


奥ホホ田が(上海)映像错售有限公司 =— ^― 

王页： http://www.olympus.com.cn 
客户脂を中む； 

北京：化京巿朝旧区建国 n か大街甲12号新を保检大厦12居1212室 
を话： 010-85180009 传真： 010-65693356 邮编：100022 
上あ：上海市徐汇区を海中路1010号嘉巧中ん、4506 
电话： 021 -51706300 传真： 021-51706306 邮编： 200031 
广州：广州市环市东お403号广地国际を子大厦1650 -1608 室 
を话： 020 -61227111 传真： 020 -61227120 邮お： 510095 
ぶ都：成都市锦江医な星路3お16号正熙国际大屋24楼2408き 
电话： 028-8 目669700传真： 028-8 6662225 邮编： 61001目 


免费ホ线咨巧を话： 800-810-7776 


—离ホホ巴巧香港中固ち限公司— 

香港化ホ旺ち亚皆老お8号が责巧办な大谱43捜 
电话： （852) 2481-7812 巧真： （852) 2730 -7976 


恩 2008 OLYMPUS IMAGING CORP. 

















■ピお羊ヲ■]|0|と PT -043 言，留刮手人1人1も^人卜哥 L | q . 

■ 刮〇|と言人卜客計人|フ|ち圳ち人卜客智尝乂1言今て I 計人 1人1司立马お 
ち言已卜马ち卜人 I 立祉召ち巧 I 巧 I 音言人卜登ミト人 I フ I 叫封 L | c 卜.居叫-智 
鲁占祉ミトなじトフト曹狂人 I 酉司る巧 I 吾をろ卜人 I フ I 叫岂 L | [ 卜. 

■ 智ミ人卜登る卜這召早牛令呈哥ちりヲト W 己卜刮年司フト宣フト吉をぇ I 酉马 
ei 音巧 I 言智每岂半如合し 1こ卜. 

■ お羊刘〇|と青人卜夏ミト人 | フ | 召圳ピ智理人 1011叫己卜置立哥人卜君鲁人卜 
召 0)1 召をち卜人 I フ I U 卜岂 L|C 卜. 


人 I さが人 I フ I 过 (HI 


•ぎ人卜客舊理人 13 CH 圧 1をちを正早亡卜含呈ち巧 I ちトフ iL 卜叫互誓羊おを L | 
こ卜.甘，フり ei 吾を夏刮を列号人トミト舊半如合し|こ卜.甘，フり凹をで登011を 
計马人卜計售年如を L|C 卜. 

•OLYMPUS IMAGING CORP. 吉甚巧 | 音鲁智ミ人卜夏ミト巧背钟哥を計 
司召早，〇^巧を td| 夏を這〇|14言司I留011こり計巧互马留言て|ス|曾合 L| 

•OLYMPUS IMAGING CORP. 占岂人トフトス I 召を人卜客スト〇|空|马人卜登スト互 
留刮巧I音司習吾，ミちり，令司異丕马0|曾钟敦言召罕，〇|叫ス|马|〇|&] 
を智呈幻を CH 巧を巧ちりし卜叫客を計別 q 討人 i 正吗智鲁ス|ス|おを L| じ卜. 


鸣 011 お人 1 C 悟人卜忍含ち今巧さ KM ブ I U 階し闷 

百お年ヲ 'll 〇|と令台40 m L [] 0)1 人 ■] 已卜人卜夏フトち哥召曾智叫留 M じ卜.号曹 
哥手司フト笠,音し|こ卜. 

•お年列〇|と人卜夏酉I人卜ち司13人卜を，耳天I占羊尝人卜旱祉司号岩人卜夏智 
晋ぺ言智巧司马スI 計过旱巧 I昔鲁人卜客計ん1フ1 U 卜岂しIじ卜. 

•OLYMPUS IMAGING CORP. こ I ス I 昌ヲト叫己卜言置〇1|叫竺贾言召罕巧I 
背嫂計^が巧哥人卜立刮 q 計人1正马智言スIスI曾合し| [ 卜. 

•OLYMPUS IMAGING CORP. 人卜营吾背嫂計^も崎1し卜置習马をち H 

011こり 5 り巧[1"|を马留互； q 天I留合 L| こ卜. 
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已巧!巧人卜さ言巧引! 


g 入卜寒舊智ぺ刮占養 U 卜青巧 I 吾人卜客巧包晋吳ス H がな司巧計言おス I 計 
フ I 早 I 計人 i こ卜鲁 却を〇| こ卜 お哥フ I を 量人卜登 ミト 立却含 L | c 卜 . ZL フ I を空卜司 dl 
台 [ 卜 音巧ををし I じ卜. 


A 召立 

孕1む人1曰留91ん卜お营异岂誓羊到音. 

A を 21 

孕1已卜入1曰晋2|もおり4宣習马をちり青がフ|誓羊勤音. 


A 召立 


® 每〇卜，ち〇卜單〇1目〇1马を〇1貴ス1曾^ち圳占岛ミト人 I フ I td 卜岂し I こ卜 .] 
貴て I 留宣さ早，こ卜音五卜を芒人卜立马智幻〇|音りこ卜， 

-吉含 SWI ぺ督 &1 EE 冒召早と!巧 I 马凹をな看留合 L | q . 

•フり巧 I ち呈圳習置き竿社司 I ち凹さお鲁留合 L | じ卜. 

-马含早昔言お置竿司フト知合 M C 卜.马芒ち舍言なな言入 I 圳吉号入 I 
召音司马召智言背 OKn 岂 L | c 卜. 

•たお刮ペ马召言5り人 I 言司££司田咨，马 ei 人 I 弓君 OH 言智每習令 
如合 L | じ卜. 

@ じ I 天 I 冒ヲト叫己卜马 u り &] 司言巧 Pi を旱お羊列0|と圳ヲト圳己卜言由酉ち卜 
入 I フ I tJ 卜封 L | q . コ貴ス|留言召竿，則马司吗ち書尝をドり司固凹0|音 

M じ卜- 

感首 お羊列〇|と 011ヲト叫 却 言省ぇ I をお E り刮ん 1 韦年 フト崖哥こ卜田号入 I 
ヲト叫 己卜司 圳&]司量巧|フ"1ち[]〇^哥し| [ 卜.コ量ス|曾 看召罕 ，令么呈留 を到 
スり 尝马崖に I 早 I 吾〇| 就を LjC 卜. 

感首巧 I 音司企スり吉半て I 呈马 CH 知合し|こ卜.コ司旦互， U 卜罕 | L トフ I 巨卜曰甘を 
置習司台を著互凹ち H 巧を马田がち H 言留宣午划合 L | じ卜.号曹を 
手马フト笠,音 L | [ 卜. 

感当司ヲト智單省司ち音誓巧 I 占马言年教合り C 卜. 
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A 宇句 



① 〇1巧 I 舍含巧哥君巧呈芒吉ち H 奠田召誓年敢合 L | じ卜.羊生吉立 
到马智留0|置年五對合し|じ卜. OLYMPUS IMAGING CORP . 合司フト敢 
〇1音ち HL 卜田さ言フトを召早， Oj 巧哥由が互ちトス I 留合 L | q . 

② 甚お羊列〇1全量立を 0| L 卜巧を，生^芒互田到フト台哥ち钟平ス I □卜 
咎人 IS . お岩な司音巧 I 量智〇置羊到合し| [ 卜. 

感 se り，喜 0| L 卜因; q フト〇|^ミ011人 ■] 司|〇|全言普立百言召竿封午フ|岩 
巧ち卜呈午令司智幻〇|宜し|じ卜.手司ち卜人 I フ I 叫封 L | じ卜. 

狂）百苗羊列〇|全台令咎4日 m 登每呈智刘尝巧 I 丕马巧合し|こ卜.年爸 
40 m 0| が011ペ人卜夏智ち罕司|〇|全到ヲト叫己卜圳君,ち妇田君單さな 
鲁ち岂乂 I 習年21°巧，年司茵凹〇|胃 M じ卜. 

感列〇|全量を巧し|〇||曾フ iL 卜さ圳芒ぇ II 呈量圳言 Oj を召竿，置圳叫竺冒 
羊班〇巧ち罕司を人卜登〇呈 ei ち！]午年量智〇習羊劫台智曰〇|置年 
£知合 L | C 卜.人卜客人 I 圳^き音を罕司看 tJ 卜哥 L | C 卜. 

® 牛 年 音〇呈 ei ちりヲト叫己トフト契巧言召 罕圳吉 号人 I 置フ I 言智召司 巧 Pi 
さ卜立でちな巧量召召岂し| [ 卜. 

® 君吾を已卜人 1011 古 0 - 胃宣刘フ i 計 cn 岂 L | c 卜 . n 量: q 皆宣さ罕，吾フ I 剖 
司每呈留ち!！刮〇|とフト普司ス I 曾合し 1 じ卜. 

® じ I ス I 冒ヲト圳却马別召をん卜客鲁罕 I 計じ I ス I 冒ヲト叫马入卜葛售酉ぺ言ち 
今て I る卜人 I フ I 叫岂 M じ卜. 

® 司|〇|全普音人 I 0- 夏奥召爭田011 〇|量習〇|言〇1フトス I 留五号却曹司手 
司る卜人 1〇^宮 L | こ卜. 


UHE1EI 


• 鲁昌早とヲト叫刮巧客圳马司 ei 司言- 0| 芒き召ス I ( LI -50 B ) 量入卜客計过 
人 I 里. 

•口!)巳 ■] 司占召马011量フ I フト宣巧フトス I 曾£号手司ろ卜人|フ|叫岂 M じ卜.人卜立生 
合立を司智幻〇|置羊互如合し|こ卜. 

•ヲト叫己卜人卜客智留人 i 马圳司司却司罕马人卜君互ち-: q る卜人 I フ I tj 卜封 L|c 卜. 
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f 巧 I 巧斗田 s 省召 

• M 1030 SW / Stylus 1030 SW 宫年き刮人 1到〇に置咨豈召人卜畳替刮司 
马哥誓每过 S 百言岂別ミト立教合 L|C 卜.由写量妇马已卜〇呈む甘さけ I 令 
吾置替过 0)1 契宇 CH 畳咨言青習令如合 L | [ 卜. 

スト入 ll を智召お留芒 "5 .年吾畳替过011お宇叫置替" （ P .24) 司 A 卜登智 
留人 1量马留ミト过人 I を. 

•对 All を售召お酉舍ヲト D 1 I 马司 A 卜客智留言马留る卜过 A | を. 


牛羊巧ス I 


さ 列〇|全別牛车堅卜咎人 し 刮〇|全 赴 司ヲト 叫己トフ ト羊司 宣フト ちを# 印フト置 
羊 互 到 合りこ卜.こ卜音 罕马人 卜君鲁 ち 今ス I ち卜人 1〇卜岂し| [ 卜. 

® 首 巧 I 昔鲁留巧 I 置叫011 占 0- 岂已卜 〇| 〇卜 L | 己卜]召 串 酉（丑田） 圳 互 q 司 
ヲト 却， 召ち習，田5り号马〇|置習〇|宣巧就天 I 留吉 天 I 言看 [凹 計过人 I 里. 
011言言酉 q 司 ヲト马をフト马 ， S 則 を智0|巧〇1 到 CH 五午年 司 智留〇|音 
L | じ卜 .ろ卜 曹司罕司ち卜人 10卜岂 L | じ卜. 


0- 夏斗 01 置督早刮內 I 

□1 己 I ヲト马 お存智 田己！！ 


@ 0- 岂芒么 S 键ち音留 L | q . DOt ^ 司么哥因吾人 H 互岳宝ぶ司 I 昔 
M じ卜.人卜夏誓叫□卜 [ 卜ちて I 占年言售人 I ち H 〇卜岂 M じ卜. 

感人卜客尝占岛お却圳に卜己卜 0- 夏司召ち 0)1 音巧 I フト嫂習令如含し| [ 卜. 

0- 岂刮もけ■]，音〇1な鲁召早，生台を马正フト督¢>1召召罕巧1^号人 I 人！! 
互を夕每互ぶ司 I 刮0^哥 L | q . 

® 0- 岂诗て I 由牛人 191^0- 夏司喜別马鲁リ H ミ〇|さ卜立田て1，2己 H 号司 
〇1置習巧早量马幻刮〇卜哥 L | こ卜. 

CD 召刮召舊司吾音喜巧 I 已卜 0- 夏圳入卜营刮〇卜哥 L | こ卜. 
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® 0- 夏鲁鲁叫を售支 I ちド I 留鼓看召早圳告お午フ I ち〇|巧| [ [1互马青5ド I 
留合 L | こ卜.叫己卜人 to - 曼智支 I 人 I 喜圳人 1置害马フ 'll 計 71 し卜亞 0| ス |留正号手 
司計人Iフ I U 卜封 L|q. 生を，刮0|と m 是人I司 百 言百フI 召 圳 0- 胃0|喜則〇 
を L 卜里 天 I曾鼓合て I ち斟 ei ち卜人 I フ I U 卜封 L| こ卜. 

® ちヲ ilOl と吉言己卜と弓（ヲト占4101企別を吾フ I フト言ちトス I 留合 L | q . に卜 
己卜人 1ぇ卜，占ち別〇| L 卜马スト早11立を011君人 I むもけ I 曾召罕，早司を空 I ち 
宫鲁フト誓召罕刮田暑马フ iL 卜お令フ I 岩言も卜售置年尉合し| [ 卜.を五王 
習圳却曹司手马さ卜人1フ1 U 卜哥 L | C 卜.里を，由酉 0| L 卜を舎吾平フ i を量 
習圳貴; q 曾五号 5 り0^ち卜巧，ちち習る巧 I 由酉るトス I 曾五号手司ち HO ^ 哥 

L | こ卜. 

® 列〇|全到ち011人 1 0- 夏言 Ail フ 'll 牛ミフ "IL トヲ ■]|0| とフト叫言 Oj 召召早，お年 
フ I ち〇|巧| [ [|呈马吉計; q 留合し|こ卜.丑卜互を宫言手て I 曾互号を司る卜人 I 
フ I 叫岂 L | C 卜. 

感人卜召日 I 全ち男司き召召言售人 I 哥旱刘〇|と言乂卜客計人|フ| U 卜哥 L | こ卜. 
® 誓每吾宣お言 0| L トフ I 马午年宮每鲁背召計 A け I 马田，号 A | q 0| 留鲁 
吾; q ち卜人 III ヲト叫己卜到刮〇|と司置フ I 言吾巧!司巧 I フ i ミトと！旱"司き" 
召ちミ号圳に卜己卜召ち鲁当人 I 計立午羊 q ち量斟幻ち卜乂 を L | こ卜. 


巧百 011 CH 洲 


•じ卜音立卜を芒ち圳人 1巧 I 音看人卜客るトフ iL 卜由互卜誓召竿別占里马吾，習を， 
智〇り，さ售，到ス H 司智幻〇1马巧刮〇1と引马〇1を司ス I フ " jL 卜牛羊曾嫂司 
罕司フト對合 L | じ卜.を3る卜人 I フ I 叫哥 L | こ卜. 

. 马 人卜皂 卜妇圳 in 童 马诗フ iL トスト 青天 卜 LI 1 ちえ ■] 胃を互フト叫 罕吉芒 S 
-智フ I フト 如^ち百 
. 年召〇| 40 mO | も卜 幻ち 
. 召吉0| 堅姓ちトフ I 车 I をち 
-立を〇1 L 卜 含互 史吉 を互因到フト咎をち 
-百え ■joil 割岂键 置習〇1恕 占召罕 

•首刮〇1と古き3別をを晋司ヲト由 L 1|0| S 年て I 巧|〇|て I 已卜， U 卜早 I 号刮 S 司 
田をな置令劫合 L | こ卜.生哥ちちを置刘圳ち另司フ iL 卜，督 (>]££ 司田 五 卜 
を置羊互如含 L | こ卜. 

•ち刮01：^圳智马马瑣^ヲト HI 己卜马きち言を到人 I ヲ^罕列〇1兰フト〇卜 y 
し|じ卜.芭巧|〇|全〇||こ I て I 冒ヲト可 I 己卜鲁到ちをな却圳パき3宣罕フ iL 卜，早フ i 
吉置过言皇司吉每田 [ ド I 冒ヲト叫己トフト立君し卜占召罕フト就合 L | じ卜.号望 
を罕马フト笠,宜し|こ卜. 

•をフ I む人卜登るド I 留^酉， 0- 胃马フ I 岩巧る卜圳3をお年な岩〇1巧る卜音 
りじ卜.人卜登巧圳吉人卜召日 I とミ空卜司き召さ言己卜己人 I 計罕妇人 I 里. 

•お却 [ |]單吗 All 人卜司ちちち oil 巧互を宫言フト計乃□卜妇人 I 空. 


•刊〇|全 言人卜客を誉ち刈 ぺ占言 己 H 人 I 奠含呈 到 田 フトを スト 司別 コ胃スト フト 
嫂 習 羊 互贺合 L | こ卜.号 司 ヲト叫己卜量哥马刮人 1□卜3呈由写を置ち人 I 古〇|| 
马^召竿フト尉 合 りこ卜.到お鲁 哥 凹を旱 011 A 卜营鄙手台 A | を. 

• All 与■ち与■人 i 司お ; q ■ 占年音马马巧〇呈〇ドり马到马巧 I 音言人卜夏 
ちトス I □卜过人 I 里.ヲ "ilOl 全 0)1 马召，写含む召ち（ろ巧 I フトフ I 到百お却）每互 
人卜客を召罕，立を号^ち幻ろり刊01：^フト巧を置羊正勤含 L ! じ卜. 


吕ス1到马宣習 

售君 

哥普召再フ1尝口り， 

呈卜马パ1巧1 

刘〇|^言留ち看，フト童岂，草1背な再フ1夏叫し卜哥 
哥刈别音〇ちペ IS ちトス1 ロト台人1空.別ちを置〇|し卜 
叫夫13を量呈 E きち司 Ail^Ol フトち智し1じ卜. 

早と！お巧巧1 

早と！おて1别言 A 卜暑をド1 □卜妇 AIS. 首刘日1と马吕 
今早ち芒^日 lei 司1^ ^冒 ££b 智吕°呈〇1早 q 
巧贺合し1じ卜.音营〇1夏をりきち司刈马誓羊贺音 

し1じ卜. 

A'i 司刈フ H 圳 

パ司巧1フ H 巧1量入卜客るド1 □卜妇入 IS. 召計召智司ヲト 
智宣人卜暮ミト台人1な. 

召をり召省司さ昔誓巧1日1 
到马昔誓祥 

省司さ昔誓巧1リ人卜尝る卜妇ん1里.ユ量ス1お看召竿 
0- 賣 S 苗〇1却呈卜马フ "1 し卜丰羊2|茵过0|宜しに卜. 

召ち巧1 

羊司音3客正ち召ち巧1暑人卜客ちド1 □卜妇人1を.羊 
司フト置なをき罕刈台フトツト舍含冒早:^ [ り司召〇1し卜 
入 ■] 叫^迎 &I0II 吉马計人 PI tl 卜註しに卜. 



•ぎん卜客售留ん1圳叟入 I 宜马ち山羊智刮〇卜計巧，司フト敎〇1ち音鲁巧 Pi / 
因召ちトフ iL 卜ちち習をち音言人卜夏ちド I 留正号手3る卜人 I フ I 叫岂し| [ 卜. 
召ち H 召人卜智鲁を令るトス I 留〇卜背绍計巧ををちり刮 q 計人 1正鲁昌早 
全■^马留鲁ス I ス I 留合し1こ卜. 

•OLYMPUS IMAGING CORP . こ I て I 冒ヲト叫己卜言置刮叫竺贵言 召竿刮 
曾嫂ち卜古 Oj 巧哥人卜立圳 q 別人1互马留言ス I ス I 留合し|こ卜. 

•OLYMPUS IMAGING CORP . 占 人卜客舌曾 ■嫂ち 卜合もけ H し卜置習ちを 別 
0)1 [ り司] Oj 正!を马智正天 I て I お含 L ! じ卜. 
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入卜きを卜人 I ス召圳 . 

人卜客圳をぺじ卜音人卜客卜鲁马今巧ち卜人|フ|叫岂し I じ卜 

已卜召哥人卜客鲁罕 I ろり . 

則马己 I . 

ヲ网己卜司 S 丘售召 . 

千午お天 I . 

剖旦圳じ H ろ！] . 

1. 人 I 巧る PI . 

，お青马智 . 

早吉留召 .. 

全ち朝3習ろトフ I . 

フ I 居をち马司フ I . 

刮〇1と过フ I . 

人叫巳 ■! 司间韦ミ古酉 . 

置替田百司召岂お酉 . 

舍言人卜夏留 .. 

POWER 言人卜客酉 . 

2. 对〇|全人 I 召召召 . 

人卜き召人卜召召人卜 . 

人卜巧さ人卜 . 

3. 口巧冒ヲト DII 却 S ち . 

じ I て I 宣ヲト叫己卜宣巧] . 

口〇 巳 ■! 司 哥哥 . 

し！■竺至卜巧フを I 全き!•〇! 

じ1ス I 冒ヲト叫己阳 I 人1到己と H 智巧 I フ i . 

タト叫己卜言を叫智し I じ卜 . 

智ちフト岩をこ I ス I 冒ヲト叫己卜 . 

ヲト叫己卜司巧智鲁琶りこ卜 . 

ヲト叫己卜司をちな即召召 . 

列〇|全宫フ I . 

じ I 巧冒ヲト叫己卜召耐 . 

這司ヲ档な留 .. 

を卜耐お eh 召召 . 

列〇|全夏 . 

誓君 d /誓替田丘马 . 

督咨 d /誓替田丘马 . 

到こ罕召をを卜，ち司 . 


2234556 〇 012223334 5 55 6 6666666777889900 
. ^1 111111111 ^—11 ^1 1111111111111122 
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LCD 竿豆司召■耐巧ち己 I . 21 

刺 .... 21 

旨司 . 21 

司き召召年智 . 21 

ち別召人卜. .......... . . 21 

司き召召 . 22 

4. 羊妄誓咨 . 23 

到丘全置结人卜登ち . ..23 

人トス I 圣卜を！ . 23 

LCD 田 L 间 oil 人 ■] 人卜召鲁马留音'り[卜 . 23 

人叫司司 | t ^ 言ち写胃刊牛言し1 [卜 . 23 

言己 H 人 I 人卜营人 I 手3人卜君 .. 23 

5. 羊妄誓 SiJOII お丰01誓導 . 24 

羊吾督ち d 司 香耳 . 24 

玄1牛吾空卜〇|百 1. . 24 

Z 2 年吾空卜〇1百2 . 24 

か牛吉召人卜. ..... 24 

圣 I ■ひ！人 I 3人 i EH Id 卜ち 2に 

羊吾誓巧包智叫 AF 智百刈互巧！]人 ■]. 25 

6 . 誓沒享宇 I 百を岂 . 26 

置フ I 巧 . 26 

じ I ス I 冒ヲト叫己卜言巧垣 L | c 卜 . 27 

刮〇1全占置喜〇1客ろ!]害吉司ん ' ll 马智车到合 L | こ卜 . 28 

刮〇|全召王 . 28 

7. お羊フ I ち再对左に I . 29 

0- 胃巧问 . 29 

0- 胃巧 Pi お酉.… . ..... 29 

〇|置習巧け . 30 

0- 琶這天 I をトフ I . 31 

0- 胃圳音畳巧 I 叫ミフ I . 31 

企2音ぶち I ... 32 

8. ち写 . 33 

PT -043 人卜登却酉査司奠百巧 . 33 

巧 I 音 A 马 . ：38 




































1 . 入 I 巧る PI 


，お吾巧 £J. _ 

〇卜己119，绍音〇1田平互哲马〇1就^ス I 马留る卜人 I フ I U 卜岂し| [ 卜. 

ち昔0|宣巧兒ス I 曾フ i し卜をな百お刮己卜酉フト巧を鲁團早と [ り司召^を音 
司る卜过乂 I 里. 



入卜き售背叫（岂 DH 告曹） 


看宫すとじり司召司:^ 



















早青叟習 


•领) AFLt ^ 言（*1)伯ス川言 
(*1)(牛き空卜〇|己1生吉丰吾 
召人卜里互〇||人1誓ち香9と!スト 

巧吾替し iq .) 

•领 D 旧 P ./© a\B 
透) LCD 田し|&]を 
透)竿田司 S 
领 LCD 亭 S 全ち智 
透)省司さ音誓巧 I 
罕召） 

蠻省司ヲト習 

透) 0- 冒巧け男ち司きち 


①晋三冒 

⑤ 對社を 

t ⑤ぺ马司 W 
*@ POWER 非 
( D ^^ M | A 卜司ちみち 

⑥ 召田司互 
③ til 言立司 

⑥ til 言フ H 剖司间 
(を到こ罕召 A ち岂 
颇到こ毕召 
⑩到こを 
©到ご胃 
喔）巧互全■^智 
晚智互全 S 剖胃 



m ® 





nils ； 

* s 人 I フト 百早音芒じ I ス I 冒 ヲト 0)1 己卜で马人 I 〇1 暑フト岩智し I こ卜. み 引人 I 刘 〇1^到 
丕巧早吾人卜客入 I q ス I 冒ヲト011^21討封フ I 岩看牛智を羊对合し11：：卜.ストぺ|を 
人卜を舍こ I て I 冒ヲト叫己卜人卜き省君人 1 量智王る卜人 I フ I U 卜岂し I こ卜. 



引己 dl 指巨こ 

^ul W .HW 

的立 UIUI 造尴|一 

pt 4 q 軍卒言 U 看 tr 看指看 U 巨こ 

謡門語 I 置^訪1 

@颇@颇@@@@@@@@@@@ 
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とち酉田習さ PI . 

刘〇|全吾司 I 巧 I 全 H 到看巧習哥 L | こ卜. 


3這吾 をな草 




フ I さ丕巧吗司フ I . 


誉皂召 別列〇|全圳 q をフ I さを! ei 王ち おち 看咨召司今ス I 計 人 I フ I u 卜岂し I 

じ卜. 


no\±^y\ 


をを豆ち 列 〇|全看 別 巧ち巧 I な立，普ち大 I 言吾训曾马人 I 訂 じ卜音刮〇|全马 
LCD 互 L |&] 習■宣昏ちり [ |天 I 冒ヲト圳己卜 LCD 田し I 与な马人卜召言皇[幻哥し| [ 卜. 
鲁 U 卜言ん卜登留 智ミ召 A 卜客留 



A を句： 

. 到こ召 " OIL 卜到こ貴训巧正を营营フトち卜巧□卜妇人 I を. 

. をフト马0|しトフ I 引宣别フト到^到巧言日りん I 斟と^酉营フト司ス I お E 写を2|ち卜 
台人 I 空. 
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ME: 

人 1 巳 H 王马训じりをストぺ|をし H 客舍 q 巧冒ヲト叫己卜人卜客售ちぺ量岂王ミト台人 I 空. 


量ち百己到扫智を岂 

こ I ス I 冒ヲト叫己卜马智每田己言を哥智 
叫圳吉首留■羊刮〇|と马こ卜〇| 
智山旦言青司人 1巧哥岂し|こ卜. 
o | L 马誓皂田己呈智召马巧占; q - 
LCD 田 L |&] ち斟 ej 哲し I じ卜. 


丘百じ卜〇|曹止旦 




吾 w 盲人悟宜 

理ち百こ I ス I 冒ヲト叫却马舍言芒 
ち列〇|と司舌宣言王马計人1舍 
看丕習誓羊鼓を L | じ卜. 


舍看 
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A を到. 

ヲト叫引フト刘巧51营叫〇卜早马妄 E 計巧留 S 巧!:})フ I お巧训青 op 卜 S 

し I 与フトスト妄 S ち巧召し11：：卜 .01 SSOII 人]占人=1与却看き吉司吾司互誓召 
誓羊敢合し I こ卜.吾 tH 言 5 E 台じ卜言看营巧客計巧引 W 日卜言こりフ I SHOllAi 
司号ん|?：|誓替智し I こ卜 . 15ち社おま I る卜田ヲト叫引古スト音〇ち巧召し I じ卜. 
POWER 看吉司ヲト叫引量召し I こ卜. 

スト人 ll を人卜を各こ I ス I 宣ヲト叫己に I 罕 I 吕這君ぺ量岂王る卜台人 I な. 
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2. m\± 人 i 召召さ 


人卜寒巧乂巧!召人 I 


岩列〇|全-巧 I をみ召舍011ち昔別 [ りを舍習召人卜空卜王冒五卜召圳ペ司フ I 
岩召人卜音言 年智計 E 号马巧掛合 L | じ卜.生哥お 年 召岩马 A 句を令巧ち 
言马幻ちトフ I 早 I ちり Ai S 芒巧 I 音011こり 計 〇1 年 封 A | 营フ I 言0|夏を 年 封ん I 宮 
言令智晋 L | q . 

を巴卜丑卜由祉尝ちて I お引圳叫己卜人 1お令お岩〇1こ卜写刮 L 卜巳卜 • e [ L | [ 卜. 

叫己い■]，置今0||言 Op トフ I 巧〇|||巧巧 | L 卜 [ 卜音巧を芒人卜巧召召巧ヲト巧 I 却智 
大 I 旱刮 I 牛年る人卜量咎人 I る卜正号曾し|じ卜. 


入巧召入 I 

® 列〇|と刮こ I ス I 冒ヲト圳己卜言智与ちトフ I 巧刮，甘刮〇|と言马召羊台圳曾 
¢>1牛年な!ミ言马留ミト包人 I 里. 

@牛羊2|手な智幻含こ卜鲁却を含し! [ 卜. 

. 0- 夏0|售夫|马〇1恕ス|お合 L | じ卜. 

- 0- 夏司をち音生占召刮0-賣旨ス I 召百喜司到ち011ツ合 L | 斗 

- 0- 夏〇1をな，お岩却到生^田宫马贵合 L | こ卜 

- 0- 夏， 0- 琶喜 お 旱田司百が马0-賈召爭田011 SS り，妇耳， W 司 
ヲト马生占0|置習音〇1号〇1到合し| [ 卜 

•お 田 司 己な 司 0- 賣召 串 酉生 占 "0- 賈吾 〇1さが 马巧合し|こ卜 
. 全 H 到 0 |L 卜当司 ヲト 裡音0| 刮 0|と人卜0| 圳 リ|&1ミ[合ス|皇[智計过人12 
日 I と H 占〇|な 司 萄 ei 言看をえ I を旱巧是計な！罕妇人 I な. 



么を句： 

• 牛牛言驾妇ろ卜台フト智章芒お酉含刘0|と言茵る卜古羊台のトス I 宣今011曾〇1 
ち吉3国し I じ卜.ユ司し卜01301置フト岩誓召早，羊封〇1ち客ちトス I 留告曾芒 
宣今011人 IE 牛牛人 I 富营誓牛勤音し I じ卜.フト叫吉□卜音〇呈を卜田人 I 富計ち 
な人 I 里. 

• 則曾，ん卜召人 I 富這巧，召をド1幻人卜暮舌 Oil 牛牛フト岂裡誓召早 I お牛别〇1^ 
人卜暑营吾ス I 計人1：^，お吉营9留刮过酉叫召辜芒登昌竿と人创马呈 
吉2|計入 I フ I U 卜岂し I こ卜. 
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3 - [ | の昌列啡刮 S ち 


口巧昌ヲ阳间巧化 


じ I ス I 冒ヲ阳 I 引看列〇|：^圳をちるトフ I 召刈じ卜音巧を芒フ I ち人卜智看鸟妇計 
d 人 I 笠. 


uHElal ^21 

羊舍暑皂圳ぺ占言引ん1青 A 卜营を智每〇1幫合 L | q . 

圳司司过〇1岂〇|著呈をな I 皇 I ■凹ち H を妇人 I 里. 

M 田： 

圳马司企田訓司を誓召量岩晉立 I 計フ I 竿 I 却川巳 H 司台宣羊进古を I じ卜〇1岂 
叫ロトじ卜酉召き巧な引3圳&)司互立吾計<^人|空. 

y 舍誓咨引ち司羊奇 y 



人卜召巧召客叫田司フト營ち智乂卜召言看巧をるトフ1011きちをス I 斟对る卜 d 人 I 
里. 

c|X| 冒ヲ间|引 (HI 人 1 却己全ち酉巧 I フ 1. 


じ I ス I 冒ヲト圳己卜巧 I ぺ謎豆全 H 冒看已卜豆人 I 巧 I フ i をじ卜音圳ヲト叫己卜言召马刮 
〇!^宫'り斗 


A を到： 

• 全ミ智营巧|フ^ミトスIお立こIスI冒ヲト DII 己卜量を巧誓召早，:^_^智〇|刘01：^司 
S 入卜01011リ|巧牛羊2|茵曰0|宜しIこ卜. 

• 全ミ智营巧 I 巧幫叫古じ IスI冒ヲ岡計量でお計人 ■] じ卜早妇人I里. OLYMPUS 
IMAGINGCORP. 台ヲト HI 己卜量 U 卜马训習巧吐司豈裡をさも卜圳 [ 1|却人 1台巧 
巧を马留正ス|ス|お含しI [:卜. 


別 DII 巧言を U| 智 Liq. 

忍ち乃ち岂 [ |对昌ヲ Wl 引 

呂巧I 音 （PT-043) 芒 1J 1030 SW/Stylus 1030 SW 巧き留し| [卜， 

列 D 1 I 引到过召言呂 LiCh 

ヲト叫己トフトを!巧班言叫〇卜早马吉互ちトスI留〇田 qpi 由写な則 oil 言 CH フト 
田り马フトスト是〇を巧召 L|C 卜 . 〇| S 百圳人人!司司 | tii 青き音司吉司互 
智替智半敢合 L | こ卜.吾言生台 [ 卜言 tii 言言ち青ミト巧ヲト圳己卜量 [ 11フ|田 
百〇||人 i 司马人 |?：j 畳替酉し|じ卜.15吉社苗大Iミト百ヲト圳己卜占巧是每呈巧召 
L| こ卜. POWER 言言巧ヲト叫己卜量召 L| こ卜. 
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ヲ巧 I 引到 S 巧な EH 召召. 

てI冒ヲト叫己卜马人卜营售酉人 1011叫己卜王ちもにり言宣巧]晋しIじ卜.芭卜豆計酉ヲト叫 
己卜马 POWER 言言言司人 1召茵言吉 L|c 卜. 

巧〇 1 と曾フ I . 

ち今司 0- 岂巧巧奠音司夏を!ち吉鲁〇间到を 01. 

® tii 言フり巧 I 司 | tij 司0ドり呈曾 Oj 曾合 L | こ卜. 

@コこりミを召司 0- 琶巧Iフ "1 量过〇卜替召 L|c 卜. 

感0-賈巧 Pi 男ミ司登を!言ん卜营さドI幫言召罕刮台宫乃さフト司:!卜召フ "il 
をフト马〇呈言フり巧 I 司 |t ^ 量な立过を司早 I 呈鲁冒 L| じ卜. 



C 风昌ヲ阳巧 S 巧. 


® じ1スI冒ヲト叫马马召固〇| OFF を马〇1教合： q 哥 ei 智 L|CK 
這）じIスI冒ヲト叫马言フト芭フ 'll を刮晋 L|c 卜. 
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曾己 I 引智な过 

ヲ■]|0|全青白フ I 召圳ヲト叫己卜 U 卜马五卜 
ヲ 'll 〇|と人卜〇|司べ 司 言おス|計フ I 早 I ち！! 
勺当司ヲト智 ujj 鲁な留を L | こ卜. 


おを训罕司を卜台 A|S 



A を句： 

-省司ヲト智音ス I 習国お幫巧竿 I え I 训ち晋巧て I な智幫し1じ卜.ユ賣ス I 留看召竿， 
列〇1^岂夏人 I 普司ヲト智叫〇|巧巧牛羊马茵曰0|音し I こ卜. 

- ■£ 吾別ス I 公智をお引圳人 I 刘〇1全言哲°司:：！ち卜巧省司ヲト智01 0- 貴人卜〇| 
0)1 巧巧牛牛2|吾!凹0|宜し|こ卜. 

■ -人卜暑を爸司ヲト習芒音フ I 菩牛马〇1を^宜し I こ卜.列〇1^フ H 却人1011古客卜结人 H 
ち吉省司ヲト智营人卜暑ち卜包人 I た. 


S 巧な EH 召召. 

ヲ■]|0|全青白フ I 召圳〇卜己 H 空卜を〇1召さを L | こ卜. 

. こ|7；|冒ヲト DII 却占鲁叫ミ31到ち马〇1如合 L | 別？ 

-ス I 習百ち011售司ヲト習言ち習司な留計巧を M 巧？ 

- 0- 冒却？ iioi とフりおち音〇|智罢巧 I 售ぇ I 马巧合 M 巧？ 

- 0- 貴み巧酉司百马 0- 岂召串酉圳田ス |L 卜〇|置習〇|致合 L | 別？ 
-お羊フ I 岩司召叫占ち卜巧合 L |77 卜？ 
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巧 0 | と普夏. 


早 巧 司 豆言呂°田 （0 -曼〇1吾 別人 1 
叫巧し卜空ス I 曾正号で台ちり人 1)1 言 
〇1旱酉司百马田人]司空卜お置司: n , 
言フ H 巧 I 司 | t ^ 量 到耸丑 お君 S を 
牛写田 列 〇| 全 フト咨召 司 を宫 L | じ卜. 



A を句： 

• tH 言召音司 | tH を t 马营空卜咎且お咨別胃0ド H 呈計人 ■] 刘〇|^青百0卜が岂し I 
じ卜 . tH 量0| を早ち〇1己卜£望巧リ^田，列01:^011言入 H フト过习牛车司 

茵回〇|宫し I [:卜. 

- LCD 旱丘正古到こ? j 马全直智〇|リ I ス I 留正号，列〇|全马草巧司百青岂〇卜 
をな人 I 空.人卜〇|圳リけ1马田，宣〇|人 H 台萄智〇|宜し I じ卜. 


智咨幻 / 智咨田己到马リ . 

ヲト叫己卜钟 H 旱司哥幻， 

® 留■羊列〇|と马 POWER 言鲁丕马ち H 人1,ヲト叫己卜司召哥010 N/OFF 互 
ち智フト吉智 L | タト？ 

@お羊刘〇|とち田司 S 百こ卜〇|智看王耳ち H 人1,ヲト叫己卜马智咨 S 百フト登 
ロトミ別召哥胃 M 巧？ 

. 召哥召 S 百フト lcdsli 司圳召哥司丑人 I 马ち[合天 I 哥凹哥 M じ卜. 

感お羊列〇|と司 Ai &] 司 | t ^ 言丕马ちり人■]，ヲト叫己卜司叫 &] フト丕马フト岩晋り 
別？ 

- a 空 I お年列〇|全司却き王马言言でちちり人 1,ヲト 0)1 己トフト马音岂し| 

乃卜？ 


⑤ 




i 覆- 
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A を句： 

ヲト巧 I 引フト登叫马妄ち卜巧留营召早吉ちん卜暑售君 A "] "こ|巧宣ヲト叫日卜斟 
留." （ P . 16 ) 早马ヲト叫計斗を耐看[:卜人 I 討を包人 I を. 


誓3 d / 營9 £=£| 鸟 £!. 


お羊列〇1：^言人卜客督 All ヲト 叫己トフト 
OjL 智皂过/誓皂由写呈省召马 Oj 
班フト马哥凹含 ヲト 叫己卜司 LCDHM 
与な马智每幻/誓皂 S 百 司 丑人 I 互 
斟 ej 哲し I じ卜. 



埋5甲9£|を巧，き引. 


ュ宫巧を0|到こ暑圳却こ罕咨舍 
契宇 oj 曾 q 到马乂Iを L| じ卜.置召 m \ 
^ 到こ早召看ミ司人 I を!罕过人 I 里. 
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LCD 卒 H £| S 巧巧直引. 


をち 

n 昌五卜を 〇| LCD 旱己马 宣書ち量 LCD 田し|马 をお計 9 フト〇|百 圳 Ail Til 
岂合 L| じ卜 . 

さ司 

LCD 旱 己言马じりミト巧 LCD 由 L| 巳 ■! をな 計马 フト 0| 百 0)1 人 ■] LCD 旱写司 青書 
ち言呈司哥 L | こ卜. 





ちま召ち羊巧._ 

ち巳卜召入 I 

列〇|全曾音旱 0)1^1 召旱田司百司售琶ち吉言召召 5 り 0- 琶〇|立 q 教フ i 
し卜菩弓|〇呈 L 卜到瑣ス I 古 ■ 留音； q , 言人 HOII 〇|置習〇|リ10121ス|占お含ス I 青 
ミと卜〇呈室に]智 L | じ卜.列〇|全フト巧を生^刈巧ス I をな占 ; q 皇に]曾し|じ卜. 


A を句： 

q 司ヲト马，过耳異フ |E トフトじ卜を宣刘3召罕吾 SOI 台おス I む牛羊马晋妇 
0|音し I じ卜.列01:1フト立卜を正台別 q ス I て I なお台て I 号司を2|ち卜巧をた!人 I 笠. 
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到夏召召 

[ 卜音笠空卜を〇1ヲト叫己卜君马字习香召召宣省人 I 岂 L | こ卜 . 〇|空卜を音司香召召含牛牛 
巧早青哥售司巧吗普午え[台 g 曾をちり習马曰し I [ 卜.をな牛智ち卜互号智 M じ卜.量曾3 
し卜写を号训人 i 却 A ミ言售人 I 智羊贵を L | じ卜.企な人 I む芒却5ミ召互ち L | じ卜. 



む甘を召年ん1胃 

這ち入卜召 

手司 A 卜君 


列|〇|^暑召召司置 
争圳召が皂舍 L| こ卜. 

- 

獲 


列〇|^フト早普ちトフ1叫音圳，置お营〇|社° 

を青巧な古て1を!别哥过智牛贺含りじ卜. 

2 

巧吾圳告列〇1と言 

3を召丘む置马刘 
召巧督 S た! AI2. 

_ 

獲 


0- 岂圳岩巧1フト文!占召を，3を酉音〇|言巧 
フトフ1011害ちを人1む留し1じ卜.司^人卜01011人 1 
フ1王フト背な計し卜 S? 

を2|を刘耸巧占妇人1空. 

3 

列101^011置〇|と巧 
宣ス1なな台て1驾过 
ち卜妇入 12. 


m 


音今 0||A| 刘0|^言巧 L り刘0|と U 卜马圳音 
〇| nq 勒ス1な含ス1宣に]計妇人 IS. 

宣フ1フトを S 古な〇| S 留し1別？ 

4 

0|田圳台？1101と言 
与30を召正宣今 
句1召巧县°妇人1を. 

_ 

m 


フ Ii 背姓巧早言手司を711哥过ち卜妇 AI2. 
号曹を i ち留〇1 ny 巧智山ち卜妇 AI2. 

5 

刘〇|と句1置0|と巧 
看て1をな台て1奇过 
ち卜妇入 12. 


獲 


音今 0||A| 刘0|^暑巧 L り刘0|と U 卜马圳音 
〇| HOI 贺XI留芒XI哥过ち卜妇 A|2. 

手巧召711畳结巧占妇人1里. 

色 

0|田圳台？1101と言 
与3さ召正音今句1 
召巧皂 S 妇人1を. 


獲 


フ IS 背姓巧早言を司を别哥过ろ卜妇 A|2. 

司 |tH 巧じ卜〇1普鲁 S 马討音し1じ卜. 

フ IS 背な q ち暑を3を列驾幻計妇入 IS. 
q 召司午令フト致じ卜巧〇卜ち〇1な〇1巧吉3 
留し|じ卜. 

7 

0|巧1 □ド1与召召智 

L| こ卜.售司ヲト智刘宣 
フ1フト货含 L| 別？ 


m 


013芒叫早吾2を A 卜智曾 L| こ卜！ 

包司ヲト智011音フ1フト勒合 L| 別？ 

罕司る!列省巧 a 过人 la.m ち暑宣羊勒フ1 
叫音圳丰牛哥过£包别曹午ツ含 L| じ卜. 

8 

〇1巧1占 S 呈巧0|召 

が. 

於 

〇|巧1告 S 吉な〇|召が. 

青巧吉牛吾巧智鲁山马刮妇ん|2! 


* PT-043 011曾き^剖 o|E 台ち今司 q ッてI ?重合し|こ卜. 
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ん羊妄誓咨 


巧!=全ち巧人 I 寒宜 __ __ 

到百と H 到人卜01011を马鲁召〇1曾立留吾言°呈智〇|言を習哥 L | q . 



人に!誓を 


LCD 己 LlElOil 人 1人 I 过言哥リ智 L|[h 

LCD SL|&] 量 A 卜夏ち H ペ智咨到田鲁马留哥 L|q. 

人け1却 W 言ち己岂刘牛量しに卜. 

人 1 与司 | t ^ 言牛量叫刮 占■早を^ 互 刮〇1と 言社召 計巧 I 智立 ヲト叫 己トフト喜 
言司ス I を互号咎巧人 I 午青 L|q. 

置巧人 I AI 寒ん I を到人陪 

智 Z |0||> M 召ん卜置君宣誓召早，宣則 A | 宣尝〇| Oj 图ち吉圳ち喜な I をフ "14 
智哥〇|智召るド I 曾看年正划合 L | こ卜. 

羊舍智替乂|0||^置刮司ちり尝〇1もトムるトフ iL 卜智替人I王召（年き 0)1 叫置司 
早晋正 L 卜早耳量習马诗早音）圳宣刮人I尝互岂フ i 司フト号甘司盟〇トス 1"^ 
召早フト51合 L| こ卜. 

誓ち竿圳 LCD 由 L| 巳 ■] 呈刘钟 る卜巧 斟 ej る卜过人I空. 
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5 -羊妄誓咨 m\ お宇 01 誓碧 


ヲト巧|己卜刮售支 I 曰羊含誓ち田豆量〇|客岂し1じ卜.む亡卜る巧 I 羊舍誉ち看言 
召羊含 L | じ卜. 


羊妄智 g d 句寒吾 


去 1 羊妄巧〇|丘1 

羊舍圳ぺ Oj 吉言哥酉罕 I 司召え I 量智每る卜台 
邱司马留 L | こ卜.圳召马召叫0|过留る巧 I 占な! 
ス I 五号智每哥し|こ卜. 


石 2 羊妄巧〇|=2 

量立己り尝 フト里司 （ MANTA ) 吾 司 音马留0|叫 
言 [ り君 3 年きな I A 卜刮言誓皂る卜占马 I 司马留 
L | 斗 

お含青立 别音鲁 酉畳吾〇1|班青立 刮 言言 
己トス I 留フ il るトフ I 早 I ちり言 别人信 OFF をち い1 置 
替吉卜过人 I 里.フト里司 （ MANTA ) 音司誓替乂し 
言己！!人 I フト置立智召罕占 ■ 言5り人 I 省召言 ON 
°呈剖乂 1暑ち計な人 I 空. 


(圳） 



か羊き召人 I 

羊舍圳人 1立フ I 号嫂置圳3召ち H 叫智每ち卜占 
马 I 司马留 L | こ卜.年吾马スト留心]言スり智ち H 叫置 
君岂 M C 卜.生を，音則人 I 言人卜客ち卜田青芒叫言 
ををを誓舊〇|フト岩岂 L | じ卜. 



A を句： 

羊吾空卜〇|丘1臭牛吾召人卜田己誓 S 人1巧1刘0|と圳田马召スト tH 昏〇ドり (AFL 
tH 言）言牛号巧を召字I天I言む曰司立召智しIじ UAF LOCK). 

酉ちフト立召日巧 AF 召音□卜3 (AFL) フトヲト叫己にI LCD 田しI与早お圳五人| 
宜しIじ卜. 
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智 S d 句だ马§^酉 


お羊列〇1全司 as じ卜〇|智 （1) 看ヲト 
叫己卜暑君公田己 SCN 豆呈售召計 
立，过马到田〇11叫羊吾到〇|写1,牛 
舍到〇|百2史吉年吾召人卜妇鲁省 
巧言お計 (2) 量言司 Ai 妇马岂 L| 
こ卜.司香ち与を OK 言 （3) 宣言司 
入 1習召晋 L|q. 

羊舍 S 百人卜宮舌011こ卜言夺ミ S 百 
言妇马誓召罕，お羊刮〇1と马 
MENU 言言牛写立过スト言司 
0ドり言言司 LCD 到田お马 SCN 言 
过马ミト立， OKt^ 宣言牛冨 L|c 卜. 

LCD 到百圳叫妇马智年舌由写量 
过スト tii 言〇呈妇马計立， OKtii 言宣 
言己 ■] 人1習容を L| じ卜. 



车妄誓ち公智叫 AF 智百011驻却入 1 


羊舍空卜〇|豆1史占车含召乂卜司#<§ 
と!看妇马計酉ヲ iioi と马过スト言 
吉卜 （ AFL ) 量 AF 岂吕是每ち〇|夏 
誓令掛合 M じ卜言言1司牛ミ田 
AF 吾吕もにりフト马〇1ん1司司1言スト 
ち言刊ん卜登誓令就フ I 叫音巧I入1&] 
を全言童大Iス1 ?主を L| じ卜. 



羊含巧〇|百1生 
占羊吾召 A 卜誓 
3ん I 台 AF 替吕 
言 S ち〇|客フト 
岩哲し I じ卜. 


"に： 

- AF 智吕营計巧I誓召早古ん^马司间量を马ちトフI巧训を田 q 但スト tH 看る卜 
(AFLtH 言）言牛号巧云 H 巧I宜しIじ卜. 

- M 1030 SW/Stylus 1030 SWOllAi 羊吾客替も卜田丘言过吗智牛贺合し|じ卜. 
列〇|全马田丘じ卜〇|曹营ヲト叫己にI 誓君田己苗呈省召智 M こ卜. 

MENU 言营牛 S 立省巧言おち卜言言巧音召も卜营社马き卜立 OK tH 看营牛 
言しIこ卜.台巧 tH 言なち卜量吉司车吾妄君な看 d 马るトユ OKtH 言看牛言し|じ卜. 
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6 ■誓替享詞百お酉 


置フ I 巧 I 巧. 

入卜召畳替言こ卜□卜召亭011占ヲ iioi と 
司置フ I 言智召司お〇卜社 M じ卜.妇再 
田て I フトお占圳旦司人 I L 卜ち写司を 
召言〇|客ち卜な!召田巧旱田司写，入叫 
与司 | t ^， 晋コ冒男フり巧 I じ卜〇1智巧を 
芒〇1音刈ちミ马置フ I 言 S 早巧 Pi 
を L| こ卜. 


么を到： 

. 号司，召田巧旱巧司 S ん卜01011宣フ I フト甘〇卜贺〇田刘〇|^言智毋营叫，引 
写〇呈宣フ I フト鲁司言〇1を牛贺合し I じ卜.音フ I 言智召司巧171る卜妇人 I 里. 

-刘〇1と言普巧营叫 I 入卜暑スに I q 司ヲト马〇|し卜呂 0 IIA 1 音を量〇|刘〇|^巧ヲト 
DII 己卜圳曹〇1ス|ス|お£号を司ち卜妇人 I 空. 

. 刘〇|^言营フ I 召011をみ劲な音圳2日 [ jL 4 妇ち田リフト敌古ス I 驾 ei 計妇入 I 
を. 

. 宣〇|し卜 S 己りフト鲁岂司^安別人"]刘〇|と言曾フ H し卜岂ス I □卜妇人 I を.圳巳 ■) 司ぶ 
吾0|し卜0!日|巧巧を言晉罕 I さり Ai CH 智牛致台き早引田 U 卜岂早台写〇ち u 卜 
幫叫〇|言售大 I ち卜巧宣〇|し卜2即フト青 op トス I 留正号を9|計召人|£. 

-叫民卜宣011契芒を〇呈じ|ス|冒ヲト q | 己卜 L 卜圳与司言已トス I 巧留正号を到計妇 
人 I 空. 


M 田： 

別ちを宣呈马过羊召营叫音圳ち却却早贸じトフトヲ间 I 計言リス I フ I 召 
圳を巧をフト司"斗召ち置別ちる巧 I お〇卜し H 包人 I 空. 
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ci ス I 冒ヲト mia 居巧 aL 问. 



A を句： 

• 刘 〇|^古 0- 胃田〇|字 I 言 幫ち卜 E 写曹〇1音し I こ卜 .0- 胃马看〇 卜引呈 幫ミ巧 I 
早田田ス I 音〇1宣習0| 0- 賣 EE 台 0- 胃召爭田 0)1 岂己卜量じ卜音誓替人 I 牛 
牛马^〇]〇|宜し I こ卜. 

• 誓 召を 哥お马田否お留青 芒 じ I ス I 冒ヲト W 己卜到人卜客售君勺言 斟凹ち 卜包人 I 

空. 
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巧 oi とち置言〇1さ洲ま宜巧刈ち智车 ai # LiP . 


列0|全看人卜客を旱刮1占ヲト叫己卜言巧 LJj こ卜音，フト岩ち卜巧堅司刈ちを置を 
害呈司勺|ちる卜た!人 I を. u 卜お置 o||Ai ん卜宮敦言召竿 I ッ H ちを置 oil 智容入Iむ 
岂フト早 CH 召ち鲁智巧司巧 Pi る卜占夕〇|を巧ち智し|こ卜. 




A を到： 

• 吉音牛留■芒丰羊马茵妇宜し I こ卜.刘〇|^言宣ち刈句ちトフ I 召圳 q ス I 冒ヲト可 I 
己卜言巧しり正号ろ卜妇人 19. 

• 入卜^ soil 量巧別台宮ち营巧 I 巧ちトフ I 孕 I 討別!ミを宣今 o||Ai 刘01^21入： 1 &I 
司 |bH 空トフ I 封言言登王ち討 S 台人 I 空.ち計ち卜巧人11马るトス I 留£写を司を卜 
台人 I 笠. 

• 宫音日 I y 日卜进台お印 OIIA "] 列〇|^言2で人 I ヲ I 田フ I 岩お圳吉巧 I フト岂过誓 
羊鼓合し I じ卜. A 卜尝罕圳台己 hSA | 召音登智召司巧|>|る卜包 A | 空. 


m \± a 丕. 


刈ちを宣呈列0|全量人 II 句を旱 I 刈ちを包^を置お含鲁お〇卜じ卜.普 
吉〇1敢^妇诗習〇1宣ス I 曾占 "S 言人卜宮計巧罕过人 I な.司1〇1全言是吾〇1 
智马占ユ豈圳人1芒巧!司と!王人1をし|じ卜. 


么を到： 

-刘〇|^召を人し司|〇1^計〇|巧しトフ I 引召でフ121 ££巧吉叫曾，ち人卜哥过芒丘 I 
ち卜 E 写計* y 人 I 里.ュ量巧留置召竿 I 刘〇|と臭 0- 胃〇1田营马〇1牛羊フト岂 
键誓牛勤含し I じ卜. 

-刘〇1^言計营叫圳台鲁召〇1しトス I お E 写を马る卜包ん IS . 
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7. 巧车フ I ち存对左に I 


g 巧 I 音2|旱田司豆量を田〇|己卜正曹巧看き竿 I 己卜^人 I 0- 曼3召召看咎 
人 I 計罕 d 人 I 空. 


0- U 巧 I フ 1. 


列0|全量習立 0- 夏青巧 Pi 宫 ' Ll じ卜. 


0- 岂对フ1お宜 

® 0- 冒五卜 0- 曼害3吗田401011 0- 夏巧问男吉司夏马鲁リ I 早]督合り 
斗 

@ な留を 0- 夏 巧 I フ ■] 異音司夏马 幻 甘言 0- 胃 0 ド H ちミ圳曾 合 L|c 卜. 
(0- 夏 巧 I フ ■] 異音司夏马 幻 甘 S ミ 0- 夏舍鲁さな人 I ヲ|ス|留正号手 司 
ミト妇人 I 里.） 

感 0- 琶〇1吾引每互 L 卜里田さフト马晋〇呈0-賣言な昔こ卜吾 I 列〇|全圳人 1 
0- 曼看巧 I フ i 岂 L | じ卜. 
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0 眉習巧内. 


田ス|し卜田即号2| 0|置習ち马ひ!ち空卜 0- 曼刮|ぺ巧ス|フト巧|フ"1马巧吉ス|言ち 
祉〇呈哥 ei 智 L | こ卜.里を，をフト司晋〇を咎吗-言も化り011人 i を td 卜司青司 
吾每互み! 0- 曼別をな 0| L 卜立普ちを〇|勤古; q 鸟 ei 岂 L | じ卜. 



0- 曼害芒妇ちフト暨 CH ス I て I を舍別ちを过史吉 w | 巧フ I フト甘ス I を舍巧音 
号〇呈0|置習鲁巧|フ"1晋し|じ卜.列〇|全召田司百〇-賣岂马田互を含お酉 
每を早旬召田即 L 卜 0| 宣習鲁巧 I フ^替 L | じ卜. 



A を句： 

- 首巧 I 音营，岂刮 d 马草日卜爸刘ち巧 I 音营牛吾训ん"]入 I 客計ん I フ I 召訓 y 
S 人 I お牛フ I 岩 2| 召召营当人 I ちりをた!人 I 里. 

. 0- 貴巧巧 L 卜 0- 胃鲁马しり早 All 司营罕 I 討人^^巧曹〇|しトフ I 引号を宣圳言 
入卜尝誓召早，列日 I とし卜 0- 賣日 I をもに I 巧丰羊3茵凹0|宜し I こ卜. 

. をフト叫晋〇呈 0- 胃营驾妇誓叫台 0- 胃0|言〇1し卜て|留£号を2|ち卜妇人 I 笠. 
- 0- 冒刈马营罕 I 討岂ち看， dLh 巧到音巧を芒おフ I 尝巧 I し卜呈卜哥句 I 巧 I 量4 
客ちトス I □卜妇人 I 立. 0- 胃〇|をお马フ " IL 卜さ暑〇|置羊黃°旦呈人卜暑計て I お 
互写を2|ち卜台人 I を. 
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0-君曾巧巧フ I . 


〇|宣習〇|言 CH 教占ス I 斟妇る卜立，〇-夏刮音暑巧 I 量结巧 I U 卜青竿 I 害圳お字 
01曾 S 省人 I 空. 〇|叫 0- 夏〇|害お°互し卜空ス|を互号を2|哲し I じ卜. 


0- 君011舍9巧 I W さフ I 



0- 岂圳巧き昔誓巧I言 

叫言りじ卜. 


巡 


をフト马 o|L 卜 0- 胃圳田； q 音司早哥〇|助 
占てI驾 ei 計 : Hi 召客司音誓巧I量をフト马 
训5 mm 召丘研 Lj しIじ卜.（岩誓乃I司お芒 

5 mm 召丘フト q 習.） 

2 

0- 岂圳音喜巧I言吾： Ll 

早酉 L| こ卜. 


m 


お马田圳岂誓圳言じ卜言りじ卜.宫手 

0- 富宣过〇卜岂フ1て1曾£两を马計妇入 

3 

客召 0|L 卜青夏音夏を 
吴0|留台スI 0- 胃暑刮 

3智し1じ卜. 

可 


3 = 711則妇ち誓巧1言哥幻刮 i, を司を 
串巧を〇ち 0- 君2|客召〇|し卜登营量夏 
を吴〇1巧ちて1刘3計 d ん IS. 喜召〇1ツ 
〇因と!昔司 0- 岂〇呈与人1ぶ智哥し|じ卜. 

4 

0- 岂司ち马因圳昔畳 
巧I言 tJ 卜冒りじ卜. 


機 


をフト马圳 y 音昔誓巧1台？II 〇1 ^を却因司 
習 AL 卜岩誓巧1 : a 智圳 A 卜音哥 L| こ卜. 


A を到： 

• 誓召き司 tJH & l 司ぶ刘し卜入卜召五智音营罕 I 司!刘〇|^言营贸宣叫台留别 
し卜お牛ス吾圳じりを存ス I 左に I 量智巧司司！をた J 入 IS . 存； q 左に I 量薑司 
計巧丰羊马智智〇1音し I じ卜. 

• 刘〇|^言里贺客已卜人卜登ちトス I お营さ早训古|0-賣旦 I 巧暑营おス I ミトフ I 字 I 討 
0- 胃营喜训パち司をじ卜音爸司さ昔暑巧 I 言註巧 I 岂日卜別!ちを u | u 暑早011 
由酉計省人 I 里. 

• 宫ち〇1白0卜贺古お巧圳人 I 引|〇|^言3王人 I ヲ I 田フ I ちも卜圳吉别フト豈裡幫 
羊鼓合し I じ卜.人卜客草训吉左卜^人 I 召吉看を召司巧 Pi ち卜台人 I 空. 
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企田吉立对. 


0- 曼含企 S 為ち舍宫 L | じ卜.列0!全人卜客查 I 羊到夕左卜お〇| 0- 夏含句企を 
1 1^0)1 过田〇ぶ別ち卜占夕〇|きを L | じ卜. 

0- 岂马田君芒人卜富尝占祉お EfiOll 叫己トフト今到置令如合りじ卜.さが0| 
L 卜互智 生告 をな〇|巧計召ろ[天 ■! 胃占〇|田 0- 岂〇|1白〇|て |L トス I留班 q 
己卜正人り夕°互ぶ刘る卜正号を L| じ卜. 


"に： 

售司さ-喜巧 I ，售司ヲト智， 0- 冒芒看宫早^别音已 h 营ん卜夏計妇入 IS . 0|司を 
rliS お早吾言舍看胃早:^ぺ U |：^ 社ち刘ぺ，留る卜智牛ツ合し I こ卜. 
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8. ち写 


PT -043 人 I さ驻呂習 SJ 尝宜田 


習さ1:芒巧羊洲01と^ 01巧列 M 巧州 g 智を L | 巧？ 

岂坦 1: PT -043 芒 | j 1030 SW/Stylus 1030 SW S 曾刮ち岂哥留■年刮〇| 

と留し I じ卜. 

習吉2:じ|对宣ヲ阳 I 引言巧羊洲〇|と内 I 致马营叫导司を斗别 Ot 置召舍 

ち巧过 L | か？ 

封田 2: こ卜音人卜君宣言罕司ミト人 I フ I 叫岂 M こ卜 . 

①こド I 冒ヲト叫己卜马 tifl & l 司过巧幫〇|き呈をて I 哥凹計罕过人 I 里. 

半吾刮人1合言刮人 I 言人卜营哥置ち〇1お每旦を，叫马司フト [ 1 t 
司ム田音 L | q . _ 

③入卜召乃君登叫2司刮ペ甘〇卜知^入卜召羊言马留哥し|こ卜.刮〇| 

全青巧白占司年言青〇1フ I 早 I 計 Ai ヲト叫马司 A 卜召 XI 君登叫£ UH 
司フト智咨誓人卜召言言巧君さトフ1011き音を; q 鸟 ei 計过人 I 里. 

感 じ I 天 I 冒ヲト叫己卜马と H 朝鲁巧 I フ i ち卜过人 I 里.全ち智言巧 |7 i ちトス I 
留立こ I ス I 冒ヲト叫己卜言智ち誓召罕，と H 剖〇|列〇|全司百人卜 
01011巧巧牛令司習留0|音 L | q . 

® ヲト叫己片 I 召固鲁。过人 I を. 

感列〇1と言岂フ I 召巧 I 刮〇1と旱酉司百马舍巧 I 0- 夏〇1巧 I じ H ミ 
省支 I 马叫到告ス I 皇巧]吉卜过人 I 空. 

愈 0- 岂却を酉司 0- 胃召爭田011田; qL 卜 q 司ヲト司号0|置習0| 

敢占ス I 宣巧]る卜过人 I 里. 

® 人 1司巧 I フ ■] 营售司ヲト理言人卜营ち卜を!人 I を.ち鲁昌早と刮〇|と oil 
马音を售司ヲト裡鲁人卜客計句人 I 里. 

習さ 3: を羊洲 01 とん I 客 0114 占互从 I 01 田召言を到き not をりか？ 

岂芭 3: こ卜音人卜昔宣言罕司る卜人|フ I 叫岂 M じ卜. 

® 列〇|と到ち oil 人 1 0- 岂召串酉鲁妇ミけ I ^ミフ i し卜，生^ヲ■]|〇| 

全フト亞巧班鲁召竿刮吉お羊フ I 岩〇1巧14ちち是計ス I 留〇卜 
if 羊2| ^〇1〇|音 L | じ卜. 
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感 [ 卜音巧を芒ち圳ぺス 11音宣人卜葛るトフ i し卜占左卜誓召早圳^ 3马 
吾，吾智，智〇り尝到別马固咨0|宜 L | じ卜.罕司る卜人 I フ I 叫封り [ 卜. 
. 马人卜哥妇 0)1 in 書百ち 0 |L 卜巧是支卜 L [] ちぇ ■] 胃备互フト □[) 罕呈 
音 S ， を互フト川罕 k 巧 L 卜を互田到フト台をち 

• 鸟フ I フト Ol ^ i ^ ^二！ 

-百ぇ■]刮引背お置習〇1如^召罕 
. 召吾〇|岂嫂るトフ I 车 I をち 

③こ卜音马召竿〇||^刮〇|と晋已卜〇卜し|己卜列0|と0)|到ち呂ヲト叫??卜 
天 I 互をな置令劫含 L | C 卜.手司ち卜人 I フ I 叫哥 L | こ卜. 

•じ卜言置司 I 到ち吳督召竿 

•巧な![[苗。フ=1竿 

-刮〇|と早1011早フ i を置巧 I 言看ち吉言召竿 
® 列0|全言君ん I む A 卜葛計ス I 言召竿，智即な置巧 I フト背嫂誓 

羊到合し|じ卜.人卜召日 I と H 男司き召召言フ ■] 支 i S 吉君天 I フト巧 I 
[ 11呈马吉計^ス I 哥 ei 訝軍人卜夏岂 M じ卜. 

習旦4:刘01^フ II 却人|州^ 01巧君言を21洲〇卜到り巧？ 

封巧4: [ 卜音 A 卜智宣言手斗る卜 A | フ I tJ 卜哥 L | こ卜. 

の量 0 |L 卜 S 己りフト鲁白司^ち圳人 ■] 列〇|全量智フ iL 卜巨な I □卜过人 I 

里. 

感巧田五卜旱田司己ん卜 0|， t ^ 言却を〇1量書马 SPiL 卜言 Oj フト 
到古ち吉司田吉置フ I 言を召司巧|フ"1ち卜包人|里. ZL 貴て I 言 
召罕，刮〇|と言習叫置フ I フト祉每呈言巧を年如合 L | こ卜. 

③ 列〇1全言曹资言叫， A 卜夏巧马 q 司ヲト司 0| L 卜吾 0 IIA 1 置お青〇| 
列〇|全空トヲト叫己卜圳曾ス I ス1留互号手司ミト过人 12. 

® 列〇1全言巧竿， 0- 胃 0| L 卜召田司百司 0- 夏召串田 0)1 由刮，妇 
耳習号〇1置習〇1宣叫フトス1^留對吉ス I 皇に]ろ卜过人 I 里. 

® 量011異芒さ^をヲト叫己卜 L 卜〇|日|ス|巧をち量已なド I □卜过人 I を. 
® 誓每吾置お鲁 0|L トフ I 叫午年智が言堅召ち卜んけ|马酉，号入 I 
こ卜〇1岂言吾て I 計人 I 立^年日 I 全 H 言巧!售人 I 別人 1牛半巧ち言 
马回刮〇卜哥 L | こ卜 .ヲト 叫己トフト異芒な引己卜田置フ I 言吾巧!司巧 Pi 
を旱丕巧もに H 看科 ei ち Ho ^ 智し I じ卜. 


習さ 5: no \± 人卜享己に It 01尝刘 t^Li か？ 

岂田5:列〇|全言人卜登を旱刮占フト岩を t 司ヲト叫己卜言巧 LI 1 立別!ミ訝置 
呈刘〇1全青お合し|こ卜.刊〇|と言叫こ卜圳人 1人卜客計嫂言召罕，別!ミ 
を置巧 I 曹□卜是引呂フト早田宫吉巧 I フ ioll 宜五卜を!留 L | こ卜.人卜兰 H 司 
巧 0| L 卜智吉巧 I フ ■] 言早 I 別半き011人 1言五卜司 | t ^ 量马青人 I を!占包 
人 I を.人 11与旱 0)1^ 刈ミを□卜言君召每呈置フ I 言智巧司お芒旱 
列〇|全言 n 音圳人 1召でミト人|フ| d 卜封し|こ卜.司 I 巧写己卜〇|言〇|夏ち卜 
巧 L 卜马人卜哥妇圳人 ■] 召王ちトス I □卜过人 I な.列〇|全フト田君，田叫，な卜 
を马フ iL 卜 0- 岂马键岩0|巧ち卜置半如をりじ卜.列0|と却马舍妇ち 
習〇|をもに|ス|留互号ち百司をき召〇呈お0卜叫哥 Liq . O - 夏鲁 
巧问を草， 0- 曼喜巧召旱田马ち音， £ 則，田 XI 号〇|置習鲁お 
0阳旱召を人间 L | 斗豈0|把号を置習鲁〇|葛ち H 0- 岂言喜 oil 人 1 
巧 I フ i 置召早刮吉 0- 胃0|さが马牛半马智凹〇1音 L | c 卜 . 0 - 曼巧 I 
フ ■] 男吉司客马鲁人卜夏ち卜妇人 I 里. 

習吉6:羊爱 OilWtOl 尝刘誓咨宣洲 W 到り巧？ 

3田6:年吾誓替 A |0|| 告こ卜音 A 卜昔宣言ちを半る卜 A | フ I 叫岂し1じ卜. 

の到写全 H 到〇|ちち百占を君天 I 言さ马011马登哥 M じ卜. 

@到兰到圳さフト司言登司呈每田人卜召011をフト哥〇| L 卜巨卜过半恕 
合 L | C 卜.列0|全言を言叫をフト马鲁鲁叫言早 I 天1011早巧〇卜哥 
L|C 卜 . 

感人 1&]司 |t^ 言牛言叫圳告平さ^呈ヲ "ilOl と青引巧る巧Iな立 
ヲト叫己トフト喜言司てI曾五号耸巧人I牛言 L| こ卜. 

® 列〇|と UO 田马 LCD 由 L 间習■言言ちり人 1こ I て I 冒ヲト叫己卜马 LCD 
由 L| 马互到田鲁哥凹さ卜立誓君計过人 I 里.叫司司企 soil 司を 
誓君宣吉言巧ちトフ I 早 I ち H 叫马司^置年到古を， [ 卜〇|曾叫□卜 
こ卜过召著を!が引司則马司をぶ害ぉ卜过人 I を. 

督さ7:午羊 W ち言01罢刘哥リ智羊リをりか？ 

曰巧7:人卜召日 I と H 到ヲ ilOl と 0)1 ヲト叫引言到马を旱司き召さ鲁夏刮牛 
羊巧ち量马留置令到合 MC 卜.ヲト叫己卜言をち計; q 留音ヲ ' ll 〇|と言 
m \ 马登冒年咎刮普□卜青社呂フト平が牛半巧ち言哥凹る卜吉夕 
0|フトを召哥哥お酉留 L | C 卜 . n 司 L 卜，当巧 I 羊台 oil 人 1日 I 全 H 言誓 
羊韵こ卜田令咎1 mL 卜马王 0)1 勺互日 I 全 H 言智半就合 L | こ卜.司き 
召召里をちをし卜宣言圳人 i 当人 I 誓羊勤を L | じ卜. 


督さ目：牛羊3茵£]备ち巧包り巧？ 

百田8:じ卜音五卜を舍智留 0)1 司計午年フト岂嫂智令到合 M じ卜.却曹司罕马 

計人 1〇^岂し I じ卜. 

® 0- 胃鲁智ぇ I るトス I 留如言召早. 

感 0- 胃〇|喜刮到を司留ち马ス I 曾言召罕. 

③ 0- 胃马さが，おち到0り，田君 

® 0- 琶巧1 £刮，妇耳習， q 司ヲト马音〇|置習〇|就言召罕 

感 0- 琶喜 o | L 卜 0- 夏召串酉圳田引 I 妇耳習， q 司ヲト马音〇|置習 
〇| 01 S . フ4竿 

® 列〇|全普き人 I と H 智0114售司ヲト理葛フ|フトリ I 智召罕 

® 列〇|全言量圳叫竺贾鲁召竿，刮〇|と言言立置圳罕 | C >1 言贵言 
召罕，フ IE 卜刮〇|と圳早司をき马言フト敦言召罕.置 0)1 言巧を 
m \^ 刮0|と言曾^>1竺司ス|留互号を召と胃31召 Ml 手： Hi フ I 
马き马鲁フト計; q 曾五号を台計人 icn 岂し| [ 卜. 

習さ9: 0- 夏を天 I 占羊人 I 导司： E 1 巧き Hot 誉召含ち巧曰り巧？ 

封田9: [ 卜音人卜智宣言手3ち卜人 I フ I U 卜哥 L | こ卜. 

①曾丑登，社 L 卜，凹却号ちフ I 登巧 | L 卜到吗 Ail 巧 I 青0|客計巧 0- 夏 
言 Ml ちちトス I □卜过人 I 里. 0- 賣0|をお马フ " IL 卜句吉叫到青フト今人 I 
^羊51合し|じ卜. 

感登昌早と马當司吾音智巧 I (喜!叫平咨）青人卜夏計妇人 I 狂. PT - 
008 7?トス I 司巧 I 音马ち今音誓巧 I (1 む叫平習）尝叫ス 11音马音 
誓巧 I 合 0- 賈011ちち習哥 L | CK ち马習を音誓巧 I 青 A 卜客誓召早 
互田0|さな马 7] L 卜お羊7|岩0|な售音し| [ 卜. 

③列〇1全言智人 I む人卜登ろド I 留言召竿 OII '^ O -胃马暑却占吾言 
早间列〇|と oil Ai 0- 岂言巧巧を旱音喜巧 I 量曾己トリりミを量 
己卜全弓叫011由酉る卜过人 I 里.ス11人卜客人1011告 0- 岂马を智單巨卜 
召 q ち言哥幻る卜过旱音誓巧 I 言 U 卜言こ卜音入卜夏る卜包入 I を.音誓 
巧 I 言磨〇1 U 卜言 qiis り人 1お年お岩五卜巧君弓〇|吾0ド I て1^留 
含 L | じ卜 . Li 早豈含音誓巧 I 言 U トミ31马田を司司〇|量習〇| [ 1 
tMI 岂己卜宣を L | じ卜.を!召哥鲁呈立早記巧 I 岂己卜叫岂し| [ 卜. 

® 0- 岂舍么田召ち音留 L | こ卜.司企1白011を田芒。巧 I ちり〇卜智 
L | 斗 

® 人卜夏〇| 14 由酉もに yoii 正卜己卜 0 - 夏马召ち〇|岂己卜召 L | c 卜 . ] 司旦 
ち， 0- 夏0|をな马フ iL 卜音0|む召竿， 5 E 吉封马马〇|ス|曾言叫 
刈占号人 I 刈夕 S 呈ぶ刘討〇卜をし|じ卜. 


習さ10:刘0|全存对占羊人 I 导司立^ i 洲 w 智召备ち夕过 L | か？ 

岂坦 10: こ卜音人卜智言言罕司ち卜人 I フ I H 卜岂 M こ卜. 

® All ち，早与0| L 卜人 i 司お天 I ，羊司 L トフ I 马夏互呈こ卜音却を含到 
ち置習言人卜夏るド I 幫正号手司ミト人 I フ I 叫岂 M じ卜 . 

-智丑含，过し卜，凹却号ちフ I 夏巧 | L 卜到ち Ail 巧 I 言0|夏ち卜 q 列 
0|と言人 Jl 句ちトス I □卜台人 I 里.リ H ミ哥置 0| L 卜 Dl 天 I 己を置呈五 
害呈司刈ち0|フト吉岂 M じ卜. 

.ちと！お; q 巧 I 言人卜夏ちトス I □卜过人 I を.ち列〇|全司音今ち吉 
含と日 I 幻司 I と全冒 0| L 卜幫是巧!習呈马叫ミ[合 M じ卜.置鲁 
0|夏計害吉司人 11与誓牟到合 L | C 卜. 

. 人 I 哥营马人 1 司巧 I フ i 巧 I 言人卜夏るトス I □卜过人 I 里.召刮召鲁昌早 
と售司ヲト理（召王巧 I) 言人卜夏ち卜过人 I な. 

•羊司音司登互呈召ち巧 I 言乂卜客計ス I □卜た!人 I 里.令司フト置 
をを召竿圳吉フトリトを登昌早全じ H 司召 o | L 卜人 itj | と划与刮 
音司ち卜人 I フ I 叫岂 L | c 卜. 

習さ11:羊引人 I を2|人陪ちち巧幻り巧？ 

封田11:年司フト曹をを召早圳台フトリトを鲁冒早と q 司召 0| L 卜人 ■] td | と却 
司〇||岩司ち卜人 I フ I td 卜岂 L | c 卜.巧 I 昔言马召年司計フ ■ jL 卜，音剖生^田 
召ちトス I □卜包人 I 狂.首智，生^鲁冒早と3司马宣告な I 留舍巧 I 3 
巧圳司哥巧巧を令司，ミ 5 り，田召圳 q 刮人 1互营冒早と马留 
鲁ス I ス I 留合りこ卜， 

習さ 12: PT -043 ちち青 SI 夏句言フト呈对を41人 I 空. 

岂坦12:〇|る卜马ち今昔言酉 □!! 計立對含 L | こ卜. 

® PT -043 ち巧 I 夏 0- 曼 ( POL -042): PT -043 司ち刘刮售丈旧叫 
兒占召羊おて I 营〇智马售司ち立平巧 I 司却る留 L| [ 卜.こ卜言ヲ ■il 
〇|全夏司 0- 胃音乂卜客誓令散を し | [ 卜 . 

运）售司吾音誓巧 I ( PSOI _ G -1/2/3): 售司さ 0- 富召叫夏音誓巧 I 留 

L | じ卜. 

感售司ヲト智 ( SILCA -5 S ): 列〇|全 L [] ち司召ミミ幻を人 1司量却 
告召王巧 I 留 M じ卜 .5 是天 I . 

® LCD 旱百 （ PFUD -07): ヲ ■]|0| 全马 LCD 田し|司容■則ちちち卜巧， 
ヲト巧 I 己卜司 LCDSM 巳 ■] 言由フ I を Ml ミト占旱写智 L | こ卜. 
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* をち言ち吉司 0- 身含フ [] 曹ぶ智〇|已卜宜し|じ卜.ぶ吾0|普 
なをき早圳台 ，留哥哥叫召 里 台 身人卜人け I 全 过叫呈な 
呂ち [] 罕包人 I を.耳苗豆をぶ到ち H 己冒 L | [ 卜. 

* PT -043 Oil 智岂全罕 JlOi ミ占ち今马巧贺ス I 留合し I じ卜. 


巧 I 吾3巧 


人卜客ヲト叫己卜田曾 

皇昌早全じ 1 て 1 冒ヲ阳 1 己卜 

M 1030 SW/Stylus 1030 SW 

入卜客过司 

羊台 4 日 mOlLH 

罕固豆 

居巧 I :看司ヲト由 M | o|S (早曾） 

言：と 日 lei 司 I とと冒 

a 冒/人1 司 司 | tii / を马言：量司ヲト由4|〇|^ 

到互を： FL 耳司 

王马言人卜兰呈： 全日 |哥 司 1 全全 冒 

到兰胃马さ 

052 mm 

3フ1 

134 mm (ミ） x 106 mm (呈〇| ) x 70.5 mm (平 
巧 I) ( 青フ I ち巧 I 到） 

早刊 

355 g (ヲト叫己卜單ち昔巧 I 空 I) 


* 登胃を:^ " b 人卜召夏 S 致〇1巧 I 舍2|到皂奠 A 3 含さ召を牛剪合し I こ卜. 
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OLYMPUS 

http://www.olympus.com/ 

OLYMPUS IMAGING CORR 

Shinjuku Monolith, 3-1 Nishi-Shinjuku 2-chome, Shinjuku-ku, Tokyo, Japan 


OLYMPUS KOREA CO., LTD. 

5F Kyoung-Am BLDG.. 157-27 Satnsung-dong, Kangnam-gu, Seoul, 135-090, KOREA 
http://www.olympus.co.kr 
Tel. 1544-3200 


- A/S 却马赴 Ml - 

巧 I 舌乂卜替き圳立を〇1曾娃計ち置召竿邱ち巧I吾圳召ち宜 a 吾人 I 署てIをち卜人13フトリトさ OLYMPUS 
A/S 创日圳夕岂計 q を过乂I笠. 


き育ミ全を卜马巧立が巧： 1544-3200 I 


人 1童皇昌をと巧马阵(入 1養入 I な yS ちおき 637-31 さスI 9お岂§(置胃を全か5过马） 

TEL. 1544-3200 

な叫を A/S が Ei 皇ぺを3子马なち 814-5 巧てI妄马なちな白入卜写1妄 
TEL. 02-2135-3577 FAX. 02-2135-3504 
きお A/S 却与 Ai 鲁人Iミ平白さち3フト 26-3 田ス I 2,3き 
TEL 02-754-1341 FAX. 02-754-1343 

きとI A/S 却 El 人 ■! 着人Iきと巧をなミ3フ t 2-8 し卜召がフト12香3き号1査 
TEL. 02-711-7906-7 FAX. 02-716-7907 
会か A/S 却与ん ■! 着んI舍巧干フト吗2吾 160-8 巧呵幻背曾弓6害 
TEL 02-443-5200 FAX. 02イ加 -1460 

背召 A/S 社 El 人 ■! き入I哥召子田召是 181-1 日卜暑留弓2き202查 
TE し 02-458-9175 FAX. 02-458-4592 
召フI 召 A/S が日幻を入I刘？ f 子ち召き 853-10 スム1曾君3害 

TEL 032-543-3581 FAX. 032-543-3588 

车さ A/S 巧 E1 きフI正车君人 I 畳岂, □(! がさ2フト 40-1 田スI青田宣旱普を立 I 全智1き110査 
TEL. 031-269-0089 FAX. 031-269-8440 

智也I A/S 巧 g 召フI互で？ W 智がき9吗与吾1330田て i ち己卜さ全星なフト108を 
TE し 031-905-8626 FAX. 031-904-9077 
き召 A/S げ马な理正き过乂Iを巧2き 608-27 巧スI 
TEL. 033-241-4501 FAX. 033-241-7501 
背宇背を A/S が与 S をぺき；百 y ミ1フト1田スI召智曾君1き 
TEL. 062-232-3360 FAX. 062-232-3350 
巧召扫き> A/Sd! 日 CHSAI 吾,さ替吾 157-2 巧スI封固曾召1舍 
TEL 042-254-1110 FAX. 042-257-4312 
を已卜包リ A/S 社巳 1き窗白£过己人I d を音 319-37 舍ス I 曾身1き 
TEL. 041-567-4001 FAX. 041-568-4002 
q, をお A/SMEi 人I吾,音さ青 1-20 巧スI 2害 

TEL 053-716-7163 FAX. 053-716-7170 
q|;A/S 社3 入I舌；ちおミ1フト 2-5 因てI 2吉 

TEL. 053-426-8430 FAX. 053-256-4586 
ち己卜早と唁子 A/S 却 Ei ちと W ミ9哥ち吾1フト 17-4 田てI 
TEL. 051-256-3760 FAX. 051-256-3762 

早 d 人1巧 A/S 社司ちと卜ぺち社召干肖を!き 849-1 さて i 丘岩賓宫6妄 
TEL. 051-809-2600 FAX. 051-807-1245 
童む青 d A / Sm 章社人 I 白平な幻き 1641-1 さスI S スト到 S 皇幻召3害 
TEL. 052-274-8882 FAX. 052-271-7447 


Olympus 垣舍，早な车司フIむ011計岂計ち巧I舍训を計召3〇1口入 1し卜 
早が马パ H| と暑当人I計で劫合 L|q. 


Door To Door 

EJ ! 圳 A/S 召 3 呈问智人 I ! 


孩2008 OLYMPUS IMAGING CORR 
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